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AVOIDS WEAR AND REPAIR 





Specify Brodie BiRotor —the meter 
with the replaceable measuring unit. 








BRODIE BiRotor MEASURING UNITS 


@ With just two moving parts in Brodie BiRotor measuring 
chamber—there’s no metal to metal contact . . . no mechan- 
ical friction . .. no complicated mechanisms to wear or need 
repair. 

@ Smooth vibrationless performance with static and dynamic 
balance further insures long trouble-free service life. 


@ Completely self-contained and readily interchangeable 
measuring unit permits quick change-over, inspection and 
servicing—without disturbing meter housing or line con- 
nections. 


@ Welded all-steel housing resists external and internal shocks 
or impacts—avoiding damage and leak hazards. 


Brodie BiRotor Meters withstand long periods of steady and constant 
use with virtually no signs of wear. They’re really built to take it. 
For maximum service and minimum trouble in petroleum metering — 
standardize on Brodie BiRotor—the meter with the replaceable meas- 


RALPH WN. BRODIE CO., INC. . sist & LOWELL STREETS, OAKLAND 8, CALIFORNIA, U.S.A. 
Division Offices: 550 SO. COLUMBUS AVE., MT. VERNON, N.Y. + 59 E. VAN BUREN, CHICAGO S, ILL. + 302 SO. PEARL STREET, DALLAS, TEXAS 
221 9th AVE. M., SEATTLE 9, WASH. + S401 E. SHEILA STREET, LOS ANGELES 27, CALIF. + REPRESENTATIVES AND STOCKS IN ALL PRINCIPAL CITIES 





On the farms of America a big 
job is being done — growing the food 
to feed millions. It demands enormous 
skill and effort from the farmer, and de- 
pendable power and performance from 
the machines he uses. The development 
of many of these machines — which have 
helped turn farmers into industrialists 
— has been greatly helped by petro- 
leum research. In fact, there is more 


Oil makes him an industrialist... 


horsepower on the farms than in all the 
nation’s factories. And both modern 
farming and petroleum progress have 
been achieved, largely, by men work- 


. ing competitively in a system of free 


enterprise. 

The Texas Company has served the 
farmers of America for many years 
— and hopes to continue to an 
even greater extent in the future. 


The Texas Company 
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Eliminate 


UNEQUALLED PERFORMANCE: That's what you get 
with OPW Balanced Pressure Type Loading Valves! 


Dual poppets assure opening with ease against high 


line or static pressure. 


The test of a valve is how it behaves ‘‘under pressure.” 
OPW Balanced Pressure Type Loading Valves are easily 
and quickly adjusted to meet any pressure condition 
—from low gravity to high pressure. Prompt, shockless 
closure is accomplished with minimum afterflow, Per- 
fect control is effective over entire flow range, from 
maximum fo low “‘topping off" flow. The result? Full 
protection of pumps, meters, strainers, and pipe lines 
against “line hammer” damage! 


Insure 


SHOCKLESS 
OPERATION 


Against: 
HIGH PRESSURE 
LONG LINE SURGE 


CONSTRUCTION FEATURES that support and make 
possible this UNEQUALLED PERFORMANCE: Body 
ruggedly constructed of hi-tensil OPALUMIN—en- 
during and abuse-proof as bronze—one-third the 
weight. Light — easy to install. Cylinder cap of 
bronze. Moying and stressed parts of bronze. Ex- 


tremely compact over-all dimensions. Obstruction- 


free design assures high flow and low head loss. 
The combination cap-cylinder hangs free from the 
body — is thereby protected against abuse. No 
piston rings, leathers, or gaskets used. Cylinder, 
spring cap, and lever shaft are “O"’ ring sealed for life. 
All parts except bodies of Nos. 1227 and 1217 are 
interchangeable. 

No. 1227 (Angle) — 2" —22" —3”" —A” 

No. 1217 (Horizontal) PSE MN, , BF enh ee 


Contact your Oil Equipment Jobber. 
If jobber cannot supply you, mail coupon. 


OPW 


2735 Colerain Ave. 


CORPORATION 


Cincinnati 25, Ohio 


Please send catalog containing full information on your 
Balanced Pressure Type Loading Valves. 
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CORPORATION 


VALVES @ FITTINGS @ ASSEMBLIES 
for handling hazardous liquids 


City_ 
2735 COLERAIN AVE ty 


CINCINNATI 25, OHIO 


Company___ biti anti 
Address__ 


__State_ 


Dept. 1J 


BALANCED PRESSURE TYPE LOADING VALVES 
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PACKAGE CONSISTS OF THE FOLLOWING ITEMS 
eter with Air Eliminator, Strainer and SC Counter 

Power Take-off, Kit, Shaft and Flange 

Pump and Suction Strainer 


HOW TO ORDER: Give Package No... ........-.... Truck Tonnage 


Truck Model Transmission Model 


Recom- 


‘ Deliver Recom- mended Model Model 
Select kit Wante: mended Max. Approx. Meter Pum 
= Diam. Length Pressure And Air pm 


from table Hose Hose Eliminator Strainer 

20 GPM 1” 100 ft. 18 PSI TC-11;," DDN 
30 GPM 1” 100 ft. 33 PSI TC-11/," DD 
Order from 40 GPM 14” 100 ft. 17 PSI TDC-11/,” DD 

50 GPM 11/4" 100 ft. 22 PSI 3 DEE 

the nearest 60 GPM 11/4" 100 ft. 42 PSI DEE 








distributor 80 GPM 1/9" 50 ft. 28 PSI FE 
warehouse 100 GPM 1/9" 50 ft. 37 PSI / CE 


Overspeeding of 25%, is allowable within the guarantee. 


























CALIFORNIA LOUISIANA J. Ll. Hockman, Export Agent, New York Adams White Truck Co 
GRANCO Branch Office, Los Angeles L. B. Adams & Co., Baton Rouge Oil Accessories, Inc., Long Island City San Antonio 
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Overseas Dist. Co., Export Agent, Allied Wayne Stores, Inc., New Orleans GRANCO Branch Office, Frank A. Long Co., El Pase 
Oakland Service Equipment Co May Orleans Long Island City Smith Tank & Equip. Co., Ine. Tyler 
Shields Harper & Co., Oakland Truck Equipment Co., New Orleans NORT A Tesro, Abilene ‘ ; : 
Sacramento Serv. Sta. Equip., MAINE Ol Equip. Servis i tin Texhoma, Equipment Co., Wichita Falls 
Sacramento Winton Ot) Equip. Serv. Co., Portland Rose Equipment Co., Inc., Greensboro Truckers’ Equipment Co., Corpus Christi 
Service Station Eng. Co., Fresno MARYLAND 4 UTAH 
COLORADO Allan U. Bevier, Inc., Baltimore ‘ton Flinco, Inc., Salt Lake City 
Arrow Equipment Co., Denver Snyder Co., Baltimore ~ ai bea _ Siovgiane a Lang Co., Salt Lake City 
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Thomas P. Groark, Dist. Rep.. Denver MASSACHUSETTS Shealy sane Co., Columbus Olson Supply Co., Salt Lake City 
Eaton Metal Products Co., Denver . Service —— eae Co., 
A. ¥. MeDonald Mfg. Co., Denver Ollmen’s Service & Supply, Boston oK HOMA Salt Lake Ci 
ira R. Sigman Eng. Co., Denver MICHIGAN J. RK. Gentry Co., er VIRGINIA 
4. P. Harley. Colorado Springs Friel-Detroit Co,, Detroit Miller Equipment Co., Tulsa R. W. Hudgins & Co., Norfolk 
Robert Houdashelt, Grand Junction MINNESOTA Robertson Equipment Co. Oklahoma City Petroleum Engineering (o., Norfolk 
CONNECTICUT Chapman Construction Co., Detroit Lakes OREGON WASHINGTON 
Revie Supply Co., East Hartford A. Y. McDonald Mfg. Co., Minneapolis T. L. Kuhns Co., Salem Fruit Packers Sup. & Equip. Co.. 
FLOR Northside Welding Co., Mankato Reid Equipment Co., Portland _ Yakima 
Petroleum Eng. Co., Ine., Jacksonville MISSISSIPPI Mark Smith & Co. , Klamath Falls ame! Supply Co. ‘amtile p : 
GEORGIA A. P. Lindsey, Dist., Inc., Jackson Salisbury’s.Serv. Sta. Equipment Co., 
Dixie Sales Co., Atlanta MissOoURI Dalou Sentenent te Pelt tatie Spokane 
T. W. Myers, Dist. Rep., Atlanta R. L. Faubion Co., Kansas City Charles P. Mann, Kingston WISCONSIN 
Georgia Oil Equipment Co., Atlanta General Equipment Co., St. Louis G. W. Mears, Bloomsburg Badger Oil Equipment Co., Milwaukee 
Southern Supply & Equip. Co., Atlanta Independent Distrib. Co., St. Joseph Rutledge Equipment Co., Pittsburg so a mney Co.. Green Bas 
Metal Equipment Co., Inc., Savannah MONTANA Servall Mach. & Supplies Corp., anh ag get ervice : 0, .~ ‘ — 
IDAHO T. 8. Cowger, Helena Willamsport amy “quipment, Inc., Madison 
kK. N, Musselman & Son, Idaho Falls Eaton Metal Products, Billings RHODE ISLAND : “WYOMING 
! & Collt > Of Bauip. & Bervice Co Bhilline John W. Kennedy Co., Providence Wyoming Pump Service Co., Casper 
truns ‘ollins, Chicago vil Ex 5 4 De» 4 CANADA 
GRANCO Branch Office, Chicago Elmer 8. Saunders Oil Equip., Missoula nH TE Chast Ia Huggard Equipment Co., 
INDIANA NEBRASKA Potent vere eee ae " nnipeg, Manitoba 
Ol Equipment Co., Gary Eaton Metal Products Corp., Omaha Petroleum Equipment Co., Columbia Skinner Brothers, Winnipeg, Manitoba 
IOWA Foote Equipment Co., Hastings SOUTH DAKOTA Little & Loat Equip., Ltd., 
. » . Dut National Oil Equip. Co., Hastings Dockendorf Equipment Co., Sioux Falls Vancouver, B. C 
A. ¥ McDonald Mfg. Co,, Dubuque NEVADA Petroleum Equipment Co., Sioux Falls Premier Industrial, Ltd > 
Burr Equipment Co., Des Moines Midwest Equipment Co., Rapid City Edmonton, Alberta 
Des Moi Gaservice Co., r ° 
Murdaugh Supply Co., =} — - a ENNESSEE Westeel Products, Ltd., Toronto, Ontario 
Petroleum Maintenance Serv., Des Moines ew "MEXICO vem ot Renton | Co., Memphis HAWAII 
KANSAS Eaton Metal Products Co., Albuquerque Newberry Equip. Co., Inc., Memphis . ‘ . a 
Service Station Supply Co., Wichita Eaton Metal Products Co., Roswell Southern Co., Memphis Hite Bache a are = fils eee 
TUCKY ORK 


KEN NEW Y : TEXAS 
Ashland Supply & Access. Co., Ashland Fastern Of) Equippers, Inc., Troy F. A. Thomas, Dist. Rep., Dallas 


. Ine.. 


MEXICO 
Guillermo Murguia, 8. A., Mexico D. F 








GRANBERG CORP. 


1308 SIXTY-SEVENTH STREET 
OAKLAND 8, CALIFORNIA 
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FACT 
No. 1 








Straight-from-the-shoulder facts 
show you save in every way with 


CHEVROLE 


COSTS LESS TO BUY 


Match a Chevrolet truck against any comparable truck 
capable of handling the same payloads. You'll find 
Chevrolet trucks list for less, yet bring you ruggedness, 
stamina and great features not found in the other truck. 


SAVES MONEY ON THE JOB 


Experienced truck operators know Chevrolet trucks cost 
least to own and maintain. Valve-in-Head economy, in 
the Chevrolet Loadmaster or Thriftmaster engines, saves 
on. gas. Four-way engine lubrication reduces wear 
and oil costs. Rugged construction means long life. 


Advance- 





TRUCKS 


RIGHT TRUCK FOR EVERY LOAD 


Chevrolet trucks are foctory-matched to your payload 
and service requirements. You don't buy “too much 
truck” or “too little truck.” Frame, axles, springs, body, 
brakes and power are balanced for the job. 


KEEPS ITS VALUE LONGER 


Records show that Chevrolet trucks traditionally bring 
more money at resale or trade-in than many other 
makes. Chevrolet’s market valve stays up because the 
value stays in! More proof that Chevrolet is the best 
truck buy! See your Chevrolet dealer soon. 








TWO GREAT VALVE-IN-HEAD ENGINES— 
Loadmaster or the Thriftmaster—to give 
you greater power per gallon, lower 
cost per load e@ POWER-JET CARBU- 
RETOR—for smooth, quick acceleration 
response e DIAPHRAGM SPRING CLUTCH— 
for easy-action engagement ee SYNCHRO- 
MESH TRANSMISSION—for fast, smooth 


CHEVROLET ADVANCE-DESIGN TRUCK FEATURES 


shifting « HYPOID REAR AXLE—for 
dependability and long life « TORQUE- 
ACTION BRAKES—on light-duty models e 
PROVED DEPENDABLE DOUBLE-ARTICU- 
LATED BRAKES—on medium-duty models e 
TWIN-ACTION REAR BRAKES—on heavy- 
duty models « DUAL-SHOE PARKING 
BRAKE—for greater holding ability on heavy- 





duty models e CAB SEAT— with double-deck 
springs for complete riding comfort « VENTI- 
PANES —for improved cab ventilation e WIDE- 
BASE WHEELS—for increased tire mileage ¢ 
BALL-TYPE STEERING —for easier handling 
e UNIT-DESIGNED BODIES—for greater load 
protection e ADVANCE-DESIGN STYLING —for 
increased comfort and modern appearance. 


CHEVROLET DIVISION OF GENERAL MOTORS, DETROIT 2, MICHIGAN 
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PRY 
CONSTRUCTIO 












at sgt 


et a broad range of experidice but also 






fPOVides the necessary flexibility for a practical and 
“efficient construction service on all types of 
processing facilities. In one word—PROCON 

—is an accurate definition of complete 


process construction service. 


PROCESS CONSTRUCTION 
75 EAST JACKSON BLVD., CHICAGO 4, ILLINOIS 
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AHEAD OF THE NEWS 





DELAYED OCTANE RACE—An octane race that 
many in the industry thought would materialize in the 
Midwest as soon as tetraethyl lead supplies eased, 
is being delayed because of big gasoline stocks in 
Mid-Continent refineries and in river and pipe line 
terminals. When the octane race will start this year, 


if at all, depends on consumption and octane trends 
in other areas. 


“GREEN PASTURES”—One oil company has revived 
heavy stress on house-to-house solicitation for new 
station business on a test basis in one of its market- 
ing areas. Dealers are canvassing their neighbor- 
hoods by both telephone and personal visits. Results 
of the drive already have been “outstanding” in de- 
veloping increased volume and will be used to con- 
vince other dealers that house-to-house campaign- 
ing remains highly effective. One executive pointed 
out that “persona! solicitation is green pastures these 
days” because hardly any companies have empha- 
sized it for a long time, but the consumer still is in- 
terested in personal attention. 


HOUSEKEEPING CAMPAIGNS — Vigorous, all-out 
housekeeping campaigns are being prepared by several 
majors to get their service stations ship-shape for 
tourist traffic. Even more promotion than usual will 
go into some of them. And extra-heavy emphasis will 
be laid on restrooms. The campaigns are scheduled 
for May. 


WOMEN’S WORK DONE—Women who were work- 
ing as attendants at Standard of California’s com- 
pany-operated stations in the West have been shifted 
to other jobs in the company. Standard hired a few 
both as experiment and precaution to hedge against 
possible man-power shortage after the Korean war 
started. Acute shortage did not materialize, so 
Standard reverted to all-male station personnel. 


COMPARTMENTS UNLIMITED—Present API and 
National Fire Protection Assn. codes limit flammable 
liquid cargo tanks with capacity of more than 1,500 
gals. to 1,200 gal.-compartments. That is purely an 
arbitrary figure, just as were previous limits of 300 
gals., then 600 gals. A move is under way to remove 
compartmentization requirements altogether. Principal 
argument is that uncompartmented cargo tanks are 
more dangerous than compartmented ones, and pro- 
ponents are assembling data to back argument. 
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TIGHT CONNECTIONS — Consensus of severa! oil 
company operations men is that tight fill connections 
will come into universal use within the next few years. 
Ordinances requiring such connections already are be- 
ing considered by a number of cities, and in some in- 
stances become effective this year. 


ONE-GRADE GASOLINE—Efficiency of the direct 
products delivery system has been improved steadily 
through refinements in tank trucks and handling. 
Motor transport head of a West Coast major said 
delivery efficiency would improve another 10% if 
there were a single grade of gasoline. 


FOR 1953?—At the moment it seems probable that 
new high compression engines may make their ap- 
pearance in four 1953 models of passenger cars— 
Dodge, Ford V-8, Mercury and Buick. Two others- 
Packard and Pontiac—are reported to have new en- 
gines in the works but haven’t placed tooling orders 
yet. So, right now it appears that Plymouth, Hudson, 
Nash, Kaiser and Chevrolet may be the only ones 
without high compression engines in 1954, unless tool- 
ing orders are placed soon. Chevrolet, incidentally, 
is expected to up its horsepower in the 1953 models. 


REST ROOM WALL-PAPER—An innovation on the 
West Coast is wall-papered rest rooms, still an experi- 
ment. One near Fleischacker Park, San Francisco, is 
being tried out on heavy crowds which visit that area, 
expecially on weekends. Psychological motive behind 
the experiment is this: If a rest room is more attract- 
ive and has a “homey” touch, it may not only be 
more popular, but the public may show more respect. 
One of rest room problems has been public disrespect 
for attempts to keep them clean. 


FOR OR AGAINST—Strike possibilities have stirred 
a lot of feeling over loyalties. At a recent dinner 
of veteran company employes, including a few who 
are militant labor leaders, a ranking executive told 
them bluntly, and with a touch of emotion, “If this 
comes to a strike, you're either on my team or you're 
not on my team. This is more than just a strike over 
wages.” This executive made it plain he feels that 
the issue involves a choice between loyalty to com- 
pany and loyalty to union. 








RIGHT BUY eee “ 
if you just want 
performance 


RIGHT BUY..; 
if you just 
want style 


RIGHT BUY... 


if you want 
both 


Style and performance are even more 
important in gasoline computing 
pumps than in shoes—because the 
pumps last longer. 


After a single day’s operation of 
the series 1500 RAPIDAYTON, 
many of our customers have been 
completely satisfied with its per- 
formance. Best of all, they are even 
more enthusiastic after a year’s 
operation. 


RAPIDAYTON’s design creates 








Just as you choose fine shoes...choose RAPIDAYTON 


an eye-arresting appeal comparable 
to the finest motor cars which it 
serves. It is beautifully simple, too, 
and blends harmoniously with new 
service stations and helps modern- 
ize older ones. 


Yes, there is a right buy in gaso- 
line pumps—RAPIDAYTON— 
which not only has style, but also 
performance, guaranteeing high 
speed service to customers over a 
long period of time. 









SERIES 1500 





COMPUTING PUMPS 


THE DAYTON PUMP & MANUFACTURING COMPANY a DAYTON, OHIO 
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HYSTER’ 20 Lift Trucks 
handle loads faster and cheaper for 


PETROLEUM MARKETING FIRMS 


SMALL IN SIZE, Hyster 20 is only 37 inches wide. Gets 
in and out of tight spots or narrow passageways quickly, 
efficiently. Rolls on pneumatic tires — works equally 
well indoors or outdoors. Trunnion mounted steering 
permits great maneuverability. 


BIG IN RESULTS. Hyster 20 is fast, stacks high, goes 
anywhere. Easy on floor surfaces, on the operator, and 
on loads. Simple to operate. Low maintenance costs. 
Quality built to give years of heavy duty service. Cuts 
the heart out of materials handling costs — adds to net 
profits by saving time, money, manpower. 


SEE YOUR HYSTER DEALER for a demonstration and 
list of owners. Or write for literature. 
Hyster 20 (2000 Ib. capacity) 


ccsnetawee | HYSTER COMPANY 
Straddle Trucks® ) 


® and Karry Kranes® have 


capacity ranges from 1000 Ibs. to 30,000 THREE 2902-74 N. E. CLACKAMAS, PORTLAND 8, OREGON 
Ibs. Sold and serviced by Hyster dealers FAC To R ! E s 1802-74 NORTH ADAMS 7. . PEORIA 1, ILLINOIS 
cround the world. 1010-74 MEYERS STREET . . . DANVILLE, ILLINOIS 
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WASHINGTON 





WSB Panel Hearing Is Monument 


To Government Lack of Efficency 


By Clyde La Motte 


There have 
been some 
strange and won- 
derous “snafus” 

in this land of ours, with some of the 
biggest and best being produced by 
government bureaus, 

It’s hard to recall, however, when 
the government pulled off a “beaut” 
to surpass the St. Louis expedition 
of last week. Many have been more 
costly, of course, but none was ever 
so certainly doomed to failure from 
the beginning as the panel hearing 
on the oil wage disputes between the 
unions and Standard Oil Co. (Indi- 
ana) and Sinclair. 

Futility is the word for it. 

This was the setting: Both Indi- 
ana Standard and Sinclair had told 
the Wage Stabilization Board in 
polite, but very definite terms they 
would not be present for the hear- 
ings, because they wanted no part 
of any such proceedings. 

Even the Stabilization Board it- 
self was unable to appoint the two in- 
dustry members to the panel, thus 
making it impossible to have a tri- 
partite hearing because only labor and 
public members were present. 

All of these developments came in 
ample time for WSB to have called 
off the meeting, but WSB went right 
ahead with the farce. 


Several WSB staff members made 
the trip to St. Louis, including one 
who came up from Kansas City to 
arrange the meeting place and take 
care of details. He carried out his 
part to the letter, too, because the 
morning of the meeting he was push- 
ing and pulling furniture around the 
meeting room, being careful to set 
up a table and chairs for representa- 
tives of the oil companies who 
wouldn’t be there. 

O. A. Knight, president of the Oil 
Workers International Union, hurried 
out to St. Louis from Washington 
and was met there by his general 
counsel and other members of his 
staff from Denver. J. J. McKenna, 
representing independent unions, and 
O. V. Clover, who says he is repre- 
senting AFL units, were there. In 
addition, there were about 50 other 
labor representatives present, most of 
them from Indiana Standard or Sin- 
clair locals. 


The meeting was set for 10 a.m. 
Thursday (April 10), but when it 
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was called to order, the chairman of 
the panel wasn’t there—he had been 
delayed en route. So the meeting 
was adjourned until 11:30 a.m. 

At 11:30 am., the meeting was 
again called to order, and a few 
minutes later was once again ad- 
journed until 3:30 p.m. so the panel 
could get in touch with Washington 
and find out what it should do next. 

At 3:30, the meeting finally got 
under way. It consisted of an an- 
nouncement by the chairman that 
the panel couldn’t continue under the 
present conditions and that it had 
had word from Washington to ad- 
journ; that a division of the board 
itself would hold a hearing later. 

That last action was a fitting cli- 
max to the whole silly proceeding. 

The companies had refused to at- 
tend the panel hearings on the 
grounds that it would mean an in- 
terlocking group would hear several 
disputes and, therefore, very likely 
would consider them jointly. 


Yet with the failure of the panel 
hearing in front of them, WSB blithe- 
ly announced that a division of the 
board would hold the hearings. 

Reporters immediately raised ob- 
vious questions: Was the board go- 
ing to undertake to hear all the dis- 
pute cases itself? Was there any 
reason to suppose the companies, af- 
ter refusing to participate in a WSB- 
appointed panel hearing, would take 
part in hearing before the board it- 
self? If they did, wouldn’t they be 
doing exactly the thing they had been 
fighting the hardest against from the 
very start? 

WSB had no answers to those ques- 
tions, naturally, because the plan to 
transfer the hearings to the board 
itself, didn’t make sense and wasn’t 
in reality a plan at all, but simply a 
stall by WSB. 

In the hal] outside the board of- 
fices in Washington there is a water 
fountain with a card over it bear- 
ing this announcement: “Coffee cups 
are not to be washed out in this 
fountain. It is for drinking pur- 
poses only. This is a tripartite de- 
cision.” 

Well, thank you, gentlemen of 
WSB. We are pleased to hear there 
is something you can agree upon, and 
that there is one matter you can take 
positive action about. 


usiness 
uilders... 


It takes good horse sense to pick a winning 
combination. When it comes to auto service 
equipment, it's good business sense to select 
proven Bishman equipment for sure satis- 
faction and better service right down the 
line! 


ELECTRIC TIRE CHANGER 


products. Screws into %”, i” and 2” openings. 
Ask for Catalog No. 750. 


UNBREAKABLE BATTERY FILLER 


Dropping, freezing 
and other abuse 
won't hurt this 100% 
unbreakable Bishman 
Battery Filler. One- 
piece vulcanized con- 
struction. Made of 
soft, flexible rubber. 
Has non - corrosive 
tead hosting fitting. 
Neck holds hydrome- 
ter. Ask for Catalog 
No. 125. 


See Your Jobber .. . TODAY . . . or Write Direct te: 
OSSEO 23, MINN. 











GULF OIL CORPORATION + GULF REFINING COMPANY - 





Button up your overcoat—it’s cold out 
there! And when it was cold, those old en- 
gines got mighty cold, too! Maybe they’d 
start .. . maybe they wouldn’t. And when 
they froze up—back to the horses! 

In today’s automobile, it’s always Spring. 
Just adjust the heater and name your own 
weather. As for the problems of winter engine 
operation, modern fuels and lubricants have 
just about eliminated them. 


The automotive and oil industries have 
come a long, long way in a very short time. 
And they have done it by working together 
since their pioneer days. 


So successful has been this cooperation 


that today’s motor cars, and the petroleum 
products that keep them so efficient, are a 
present-day symbol of dependability to mil- 
lions and millions of motorists. 


The Gulf Oil Companies are glad to have 


been able to contribute through the years 
to these two industries. 


GENERAL OFFICES, PITTSBURGH, PA. 
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clean 
or dirty 


TANK 
STORAGE 
TERMINALS... 


| _ ‘ —T OY Important 
clean = : | | 


Marketing Centers 


* ‘ ; | Port of New York 
or dirty ake s s. fi 


(Carteret, N. J.) 


Port of New Orleans 
(Goodhope, La.) 


Chicago 
Houston 


Corpus 
Christi 


clean 


or dirty 


or barrelled for distribution. All this without investing or 
risking your capital! 


GENERAL AMERICAN TANK STORAGE TERMINALS 


A Division of General American Transportation Corporation 
135 South LaSalle Street * Chicago 90, Illinois 
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A 10% Greater Fuel Oil Market? 
That's Current Outlook for 1952-53 


Nationwide demand for distillate 
fuels and kerosine during the 1952- 
53 heating season will be about 10% 
above that for the 1951-52 season, 
according to Gulf Oil Corp. estimates. 

For District 1, Gulf estimates an 
increase of about 12% to 15% over 
the current season, assuming weather 
is no colder than normal. 


This forecast was contained in an 
address prepared for delivery April 
16 by R. M. Bartlett, Gulf domestic 
marketing vice president, to the Oil 
Heat Institute of America in con- 
vention at Philadelphia. 


“Although the current heating sea- 
son to date has been no colder than 
last year in this area,” Mr. Bartlett 
said, “the use of distillate fuels is 
estimated to have been about 12% 
higher than during the same 1950-51 
period. Since weather made no con- 
tribution to this increase in demand, 
it is evident that this greater usage 
is due almost solely to the increase 
in the number of consuming units.” 


Factors vital to supplying forecast 
increase in demand for the next heat- 
ing season, he said, are crude, refin- 
ery capacity, price, transportation 
and storage. 


“Careful surveys convince us that 
ample crude will be available and re- 
finery capacity will be just adequate, 
with refiners always in position to 
maximize distillate yields in case of 
need,” Mr. Bartlett assured, adding: 

“This leaves unrealistic price ceil- 
ings, transportation, and storage ca- 
pacity as the most likely sources of 
future trouble.” 

Citing fact that railroad demand 
for Diesel fuel went up 25% last 
year, Mr. Bartlett said that “this rate 
of increase can be expected to con- 
tinue for at least the next two years.” 

Consumption of No. 4, 5 and 6 fuel 
oils during the current heating sea- 
son, he said, was about the same as 
last season and “only moderate in- 
creases are predicted for these fuels 
over the next few years.” He warned 
that “it seems to us there may be 
difficulty in meeting any additional 
demand, unless proper economic in- 
centives exist.” 

Mr. Bartlett emphasized that all of 
Gulf’s predictions “are made without 
allowance for the requirement of full- 
scale war,” in which event skyrocket- 
ing military demand would make all 
predictions worthless, 


Refinery runs and refinery produc- 
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tion of all major products, with excep- 
tion of residua] fuel oil, declined in 
the week ended April 5, according 
to API’s weekly statistical report. 

Crude oi] and condensate produc- 
tion declined 24,900 b/d to an average 
of 6,376,750 b/d. 

Product inventories were re- 
ported for the first time on the basis 
of a new definition of bulk terminals 
(see box on this page) adopted by 
the Bureau of Mines and API, re- 
flecting a broader coverage than here- 
tofore. On the new basis kerosine 
and distillate fuel oil stocks showed 
increases in the week ended April 
5 as compared with the previous 
week, while gasoline and residual] fuel 
oil inventories declined (see summary 
table on this page). 


Diesel fuel for civilian use will 
suffer “no significant deterioration” 
in quality in the event of war, con- 
trary to earlier expectations, Deputy 
PAD Bruce K. Brown said April 10 
in Washington. 

This conclusion, Mr. Brown said, 
was reached at a meeting of PAD’s 
Military Fuels Technical Advisory 
Committee. 


Exports of major oil products from 
the U. S. rose from 132,600 b/d for 
the week ended March 7 to 133,600 
b/d for the week ended March 14, 
according to a PAD report. 

Total imports of crude oil and prod- 
ucts averaged 860,200 b/d in the week 
ended April 5, a decline of 195,800 
b/d from the previous week, accord- 
ing to API. 

Gasoline C 


“ot 
jon. 





Eight more 





New Terminals Definition 
Used by API in Statistics 


NEW YORK—API and Bu- 
reau of Mines have adopted a 
new and broader definition of 
bulk terminals in reporting oil 
products inventories that has 
resulted in a considerable in- 
crease in volume of material re- 
ported. 

Previously a bulk terminal 
was considered to be any instal- 
lation that shipped 50% or more 
of the material that passed 
through it to other distributing 
points. However, the industry in 
past several years has changed 
many of its distribution prac- 
tices due mainly to the large in- 
crease in product pipe lines, ter- 
minals along which distribute 
more nearly, direct to consump- 
tion, according to Fred Van 
Covern, director of API's De- 
partment of Statistics. 

About 9,000,000 bbls. more 
gasoline, 1,500,000 bbls. more 
kerosine, 3,000,000 bbls. more 
distillate fuel oil, and 1,500,000 
bbls. more residual were in- 
cluded in stocks figures for 
week ended April 5, as a result 
of this new definition. 

“To that extent it has de- 
creased the amount of product 
in what might be called second- 
ary storage, if one is willing to 
have accepted the previous defi- 
nition of bulk terminals as hav- 
ing been all inclusive of pri- 
mary storage during time that 
definition was in use,” Mr. Van 
Covern explained. 




















Summary of API Report on Refining Operations 
(U. S. totals—B. of M. Basis) 


Production 


Crude runs—daily avg. 
Foreign crude included 
Percent operated 
Gasoline 

Kerosine 


2 
Distillate fuel oil 9,434,000 
8,865,000 


Residual fuel oil 


Stocks 
Finished & unfinished gasoline 
8 er hg a tale cle ac cp 
Distillate fuel oil 
Residual fuel oil 


(*) On new basis of definition of bulk terminals adopted by B. of M. and API, 


5,557,000 


21,410,000 


158,304,000* 
. 16,533,000* 
48,751,000* 


Week 
Ended 
April 5 


Week 
Ended 
March 29 
(figures in bbls.) 
6,590,000 

460,000 
91.2 
21,837,000 
2,750,000 
9,712,000 
8,846,000 


491,000 
90.7 


598,000 


158,695,000* - 
16,179,000* 
48,445,000* 

000* 37,049,000* 


reflecting broader coverage than heretofore. 
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EVER-TITE 


The World's Quickest and Finest Couplings 


For instant hose connections . . . safe, secure, tight as a drum. . . 
get dependable patented EVER-TITE couplings, proved the best by 
every test. Just a flick of the wrist and you have a permanent, securely 
sealed connection to hose and outlets that stays tight — yet it opens 

’ just as easily and quickly. What's more, EVER-TITES never jam or 
fail. The connection holds fast under highest pressures. 

Best of all, EVER-TITES pay for themselves many times over by 
assured prevention of leaks and spills. They not only save money by 
conservation, but cut costs further through big savings in loading and 


delivery time. Rugged construction and finest materials mean long 
service life in toughest usage. 


YOU'RE EVER RIGHT WITH EVER-TITE 


Made in types for every hose coupling requirement. Stocked 
by leading distributors everywhere. 
*The Ever-TITE trade mark is the hallmark of 
utmost quality and dependability, proved in 


15 years’ performance in the petroleum industry 


EVER-TITE COUPLING CO. 


254 WEST S4th STREET NEW YORK 19,N. Y. 
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Profit with DEPENDABILITY 
of Money-Back Gugranteed Products! 


You can proudly sell every Skelgy petroleum product, every Skelly 
“T B.A.” product. For more than 33 years, every Skelly product has 
been offered to the public with a Money-Back Guarantee of satisfaction. 
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DEPENDABILITY of Supply! 


Ask any Skelly Oil Dealer how he’s fared during times when normal 
deliveries were almost impossible! 


He’s always done all right because Skelly Oil Company pledged “Depend- 
ability of Supply” 33 years ago when they began operation. Come any 
emergency—Skelly comes through with a constant, dependable supply. 


DEPENDABILITY of Merchandising Support! 


Skelly covers all the bases for you! 


1. RADIO .. . Alex Dreier and Lloyd Burlingham 
on the NBC network. 

2. NEWSPAPERS. . . Gigantic new newspaper adver- 
tising campaign now breaking! 

3. FARM PAPERS . . . complete coverage of the im- 
portant rural market. 


4. OUTDOOR ADVERTISING .. . that sells the cus- 
tomer at the wheel. 


5. LOCAL ADVERTISING. 
6. A TESTED MERCHANDISING AND SELLING PLAN. 


Find ovt what Skelly Dependability will do for you. 
Write for all the facts! 





‘the Franchise with «a Future! 


SKELLY OIL COMPANY 


: Kansas City, Missouri + 


Marketing Headquarters: Whelesale Division Offices: 
KANSAS CITY + CHICAGO « MINNEAPOLIS - OMAHA + DENVER + DALLAS 
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States have reported gasoline con- 
sumption for January, 1952. Of these, 
four suffered a decline in gallonage. 
North Carolina’s drop was 6.6%. This 
is quite a change from the compara- 
tive figures in December when that 
state had an increase of 9.3% and 
when API figures showed North Car- 
olina total gallonage in 1951 was 
8.3% over that of 1950. Every state 
showed an increase in total gallon- 
age in 1951 over 1950 (see NPN April 
9, p. 51). Following is detailed tabu- 
lation of the eight states reported this 
week (figures in thousands of gal- 
lons) : 





Jan. 1952 Jan. 1951 % Change 
California ...... 329,938 346,713 
Colorado ........ 35,743 32,312 
Kansas ........ 57,458 52,326 
Massachusetts .. 75,100 77,100 
Mississippi ..... 37,509 38,715 
Montana ....... "13,609 12,915 
North Carolina . 80,110 85,760 
Wisconsin ...... 73,759 70,906 


Military Requirements—The Armed 
Services Petrolexm Purchasing Agen- 
cy has forwarded its estimated total 
requirements for petroleum fuels dur- 
ing second half of 1952 to Petroleum 
Administration for Defense as fol- 
lows: 

Navy Special fuel oil—17,255,000 
bbls., with 5,700,000 bbls. from West 
Coast and 11,555,000 bbls. from U. 8S. 
Gulf, East Coast and Caribbean. 


Automotive gasoline—5,630,000 
bbls., with 2,750,000 bbls. from West 
Coast and 2,880,000 bbls. from U. 8S. 
Gulf, East Coast and Caribbean. 


Diesel, Class 1—3,320,000 bbls. with 
1,320,000 from West Coast and 2,- 
000,000 bbls. from U. S. Gulf, East 
Coast and Caribbean. 

Diesel, low pour point—.1,595,000 
bbls., with 1,060,000 fromi, t Coast 
and 535,000 bbls. from U. S. Gulf, 
East Coast and Caribbean. 

Aviation gasoline bulk require- 
ments during fiscal 1953 (ending June 
30, 1953), including sizeable boost in 
demand for JP-4 jet fuel, follow with 
comparison to 1952 given: 


Fuel Grade 1953 (bbis.) 1952 (bbis.) 
115/145 ........ 20,752,400 19,888,800 
100/130 ........ 18,762,400 18,482,200 
91/96 2,652,600 2,806,700 


Mer err eter 314,300 582,200 
TP-4 ........... 21,676,600 ‘onde one 
JP-3 sagewe 878,900(*) 


(*) Only combined total for both JP-4 and 
JP-3—13,897,500 bbis.—was available as 
1952 requirements for comparison purposes. 


No great difficulty is expected in 
meeting needs for additional amount 
of jet fuels since both gasoline and 
keresine are considered to be in ade- 
quate supply. 


Drilling to Meet Demand—wWith to- 
tal domestic demand for all oil prod- 
ucts this year estimated about 4% 
greater than in 1951, Shelli Oil ex- 
pects to drill 75 to 100 more new 
wells this year than:last, so total new 
wells probably will be over 650. Net 
production of company in February, 
1952, was 260,000 byd compared with 
236,000 b/d averaged last year. 


NATIONAL PETROLEUM NEWS 











Interior-lighted signs for Crown Central Petroleum 
Corporation service stations ore 8 feet long, 4 feet 
high. Bockground panels ore formed from single 
sheets of translucent orange PLEXIGLAS, with white 
translucent PLEXIGLAS letters mounted on each face 
of the double-faced signs. Interior lighting turns the 
all-PLEXIGLAS faces into completely luminous, gicre- 
free creas at night. Signs manufactured by Colonial 
Neon, Inc., North Bergen, N. J.; PLEXIGLAS fabrica- 
tion by Colonial Plastics Corporation, Newark, N. J. 





Shining Examples of Station identification. . . 


PLEXIGLAS Signs 


Want to introduce yourself to motorists on the 


move—or hail a customer blocks away? Interior- 
lighted PLexicLas signs do the job, neatly and 
completely, day and night. 


The clean exterior of a PLexicLas acrylic plastic 
sign, uncluttered by tubing, has excellent legibility 
and appearance by day. Translucent PLEXIcLAS 
faces hide the lighting source—keep it safe from 
weather and damage. And because PLExi¢Las dif- 
fuses light so efficiently and evenly, there’s no 


Prexicias is a trade-mark, Reg. U. S. Pat. Off. and in principal foreign countries 


Canadian Distributor: Crystal Glass & Plastics, Ltd. 
130 Queen's Quay at Jarvis Street, Toronto, Ontario, Canada 


glare or spotty illumination at night. Midnight or 


mid-day, your signs have sales power. 


Other advantages? Light weight. Resistance to 
breakage, weather and discoloration. Formability 
to almost any shape. Complete range of colors. 
Adaptability to all types of service station identifi- 
cation—exterior and interior signs, letters, and 
trade-marks, Let us tell you the full story; send 


for our booklet, ‘PLexicias for Signs”. 


CHEMICALS MEME FOR INDUSTRY 


ROHM & HAAS 
COMPANY 


WASHINGTON SQUARE, PHILADELPHIA 5, PA. 
Representatives in principal foreign countries 



























Highway’s more circular oval strengthens tank, 
reduces vibration and prevents leaks at welds 
































Highway tanks perform better because they are 

built better and they are designed better! When Uf» SH 

Highway engineers designed the oval cross- f LM hii 

section of the Highway tank trailer they made it G Yi t 

rounder than others. This roundness prevents Le X 

the vibration that causes welds to come apart i, <Z] 

and leak. Just like twisting a wire back and forth 

until it breaks . . . a tank that vibrates will start 

to leak at the welds in time. Highway craftsmen The Shorter Radius is the Secret 
take this advanced principle of design and build : : , 

the tank trailer of tough, hi-tensile steel. Then In the tank’s coupling area, Highway’s oval has only 


a 90” radius while other tanks have a 120” radius. 
From the drop-section back, Highway uses an oval 
with a 62%” radius while others use a 90” radius. 
This difference in radius gives the Highway tank 


you've got the maximum in strength. That’s why 
operators everywhere are swinging to Highway. 
See your friendly Highway distributor or factory 


branch today see challenge them to prove to greater strength, lack of vibration, and welds that 
oe that Highway trailers are better for all your won't leak ... even after hundreds of thousands of 
auling needs. miles of road service. 


HIGHWAY TRAILER COMPANY .- Headquarters: Edgerton, Wisconsin 


MANUFACTURERS OF 
Commercial Trailers, 
Trailerized Tanks and 


tied, | TVG Truck Tanks * Public 


Utility Truck Bodies * Earth 


PLANTS AT T fd A IL fe S Boring Machines * Pole 


Edgerton, Wisconsin and Cable Reel Trailers * 
Stoughton, Wisconsin Winches * Power Take- 
Offs * Service Accessories 
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DESIGNED, BUILT. SERVICED — Always a Little better 
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IN A DEMONSTRATION held on October 18, 1951, 
during Oil Progress Week, old-time and modern 
cars were used to show the results of scientific 
tests proving that two gallons of today’s gasoline 
can do the work that took three gallons in 1925. 


Today's high quality gasoline 


at 1925 prices! 


Yes—it’s true you get today’s gasoline at about 1925 prices. 
Only the tax is higher. 

But its surprisingly low price is only part of the value you 
receive from today’s gasoline. The improvement in gasoline 
performance has been remarkable. 

Taking into consideration the increased weight, size, speed 
and power of modern cars... two gallons of today’s gasoline 
can do the work of three in 1925. In combination with today’s 
engines—made possible by improved fuels and lubricants— 
your modern car can do 50% more work than you got in 1925. 

Today’s gasoline is a big value chiefly because thousands of 
petroleum companies, large and small, are competing for 
business. 

Since the end of World War II, members of the petroleum 
industry have spent 12 billion dollars on new facilities such as 
oil wells, pipelines, refineries, service stations, and research 
laboratories. Only in this way, have they been able to add the 
capacity and make the quality needed to meet your needs and 
national defense requirements. 

During the same period Standard Oil and its subsidiary 
companies have spent over one billion dollars in this way. An 
important part of this money has come from re-investment of 
two-thirds of its profits for new tools and equipment in a vast 
expansion program. 

We’re not only in a race to meet ever-growing demand with 
bigger volume . . . we’re also in a race to build demand with 
higher quality products. 

All of which means that, as far as Standard Oil is concerned, 


you can look forward to an even better value in gasoline 
tomorrow. 


Standard Oil Company 


(INDIANA) 
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The first in Standard Oil's 1952 series of institutional advertisements tells the remarkable story of an outstanding bargain 
among things you frequently buy —today’s gasoline, the result of free enterprise and competition in the oil industry. 


_ 
GASOLINE’S A BARGAIN because workers like P. P. 
Scott, research engineer, of Tulsa, Oklahoma, are at 
work on new methods of producing crude oil to off- 
set rising production costs and to locate new sources 
so that we can have enough oil to meet the ever-in- 
creasing demand. Plowing back two-thirds of our 





profits into facilities for finding, refining, and dis- 
tributing petroleum products has helped Standard 
Oil hold down prices of finished products, while 
continually raising quality. 





GASOLINE’S A BARGAIN because workers like Ed. E. 
Herndon, stillman at our Neodesha, Kansas re- 
finery, have the latest and best tools to work with, 
so that more products and better products can be 
processed to meet rising demand. The investment 
of our 116,000 owners has made possible the costly 
equipment which modern refineries require. The 
modern tools and equipment with which our em- 
ployees work help them to produce more, earn more, 
and to enjoy steadier employment. 





GASOLINE’S A BARGAIN because thousands of 
Standard Oil dealers—independent businessmen 
like Bill Paisley of Wichita, Kansas—offer it to you 
in convenient locations as you need it, at surpris- 
ingly low prices. Mrs. C. 8S. Ward, one of Bill’s regu- 
lar customers, knows she can depend on good value 
in the products and services at her neighborhood 
Standard Oil station, not only because the prices 
she pays are reasonable, but because she can rely on 
the products she uses for consistent high quality. 
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"KEEP THE POWER 
YOU BOUGHT” 











a valuable sales tool for your 


PENNSYLVANIA OIL BRAND 


During the past three years, 276 million advertising messages 
have made “Keep The Power You Bought” more than just a 
mouthful of words. Car owners recognize it as the best reason 
in the world for buying 100% Pure Pennsylvania Motor Oils. 








Cash in on the power of this key selling message. Urge your 
dealers to let their customers know that they have a 100% 
Pure Pennsylvania Motor Oil . . . made from the finest crude 
in the world. And remind them to point out that it will 
help car owners keep the power they bought. 














HAVE DEALERS 
RELAY THIS SALESMAKER 
TO EVERY OIL CUSTOMER 
Ask your dealers to say this to every 
oil customer: “Mister, I recommend 
100% Pure Pennsylvania Motor Oil. 
It will help you get better engine 
performance and provides the kind 
of protection that saves you money.” 




















100°. PURE \ 
























Yin, OIL I 
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PENNSYLVANIA GRADE CRUDE OIL ASSOCIATION hai aes aan 
Oil City, Pennsylvania 


For your protection, only oils made from 100% Pure Pennsylvania Grade Crude 
which meet our rigid quality requirements are entitled to carry this emblem, 
the registered badge of source, quality and membership in our Association. 
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five reasons why oil men 





specify INLAND steel containers 





rmo nformation wri 


@, INLAND STEEL ‘CONTAINER COMPANY 


6532 SOUTH MENARD AVENUE - CHICAGO 38, ILLINOIS 

















TO ALL 


Tega. 


NATURAL GASOLINE MEN 
GREETINGS 


from the 


NATURAL GASOLINE SUPPLY MEN’S 


ASSOCIATION 


We are looking forward to seeing you at the 
THIRTY-FIRST ANNU AL CONVENTION 


of the 


NATURAL GASOLINE ASSOCIATION OF AMERICA 
April 30, May 1-2, 1952, Rice Hotel, Houston, Texas 


Members of the Natural Gasoline Supply Men’s Association: 
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YOUR METER 
IS YOUR 
CASH 
REGISTER 


Your meter is your cash register, billing system, inventory system and 
driver's helper all rolled into one. Choose the meter that's designed for 
accuracy—accuracy that is sustained for long periods. Pick the meter 
that makes no compromise with any other factors in its design—the 
meter that doesn't need frequent fussy adjustments—the meter that is 
trouble-free, won't tie up your trucks for picayune repairs—the meter that 
will save you dollars every year in maintenance costs alone. Study the 
meter design features. Look for precision manufacture. Talk over actual 
meter performance with men who know. Check up on the service that's 
available to you from jobbers or branch offices. You'll find Neptune 
Red Seals come out on top every time. Specify Red Seals for all your 
bulk plants and tank trucks—for accuracy you can bank on. Ask for 
prices and details. 


NEPTUNE METER COMPANY 


50 WEST 50th STREET e NEW YORK 20, N. Y. 
Branch Offices 


ATLANTA + BOSTON - CHICAGO - DALLAS - DENVER - LOS ANGELES - LOUISVILLE - NO. KANSAS CITY, MO. 
PHUADELPHIA + SAN FRANCISCO + PORTLAND, ORE + Canodien Factory: TORONTO 14, ONT 


*Based on national fueloil dealer 
averages as reported by Fueloil 
and Oil Heat. 


Many fueloil trucks do far more 
than this—in some cases putting 
through oil worth 300 times the 
cost of the meter in one year. 
Gasoline trucks, too, handle 
larger gallonage. For instance, in 
Dallas, a Red Seal tank truck 
meter handled 13,000,000 gals. 
in six years—without a single re- 


DISTINGUISHED for sustained accuracy and low ma 
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First/Name in Hose Reels ami. Al — 


NENT ) \) 
HANNAY 


HANNAY has a hose reel for every purpose, 
for every business or industry employing hose. 





In the petroleum and chemical industries, in 
aviation, and among the nation’s leading 
manufacturers of fire fighting equipment, the 
name HANNAY is synonymous with “best”. 


Stationary and mobile types, hand or motor 
operated. Also special reels for special jobs 
such as cable reels for portable X-ray and 
lighting installations. 


When good hose reels are needed, standard 


or special purpose, put your problems up 
to Hannay. 


New EXPLOSION-PROOF Model 


Developed to overcome dangers previously 
associated with electrical rewinds. Sealed, 
Underwriters-approved motor protected 
against fog, foam, water and fumes. Safe, 
controlled rewind speed. Acclaimed by users, 
“the safest, most efficient Hose Reel ever built!” 


Look for this... 


Ay 


© 1952 C.B.H.&S., Inc. eee 


caer REELS 
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RICHFIELD LAUNCHES BIG 
NEWSPAPER AD CAMPAIGN ON 


MOM GASOLINE 
For Top Mileage 


Today, when everyone is trying to save 
money, Richfield announces a gasoline 
specially refined for TOP MILEAGE — 
Richfield 101 Gasoline! Millions of 


economy-minded motorists will be see- 
ing and reading eye-catching news- 
paper ads telling how Richfield 101 
Gasoline is enriched with over 101 dif- 
ferent hydrocarbons for TOP MILEAGE 
to save them money. 


Learn what Richfield Offers YOU 


Richfield offers Independent Distribu- 
tors aggressive advertising support and 
expert marketing assistance — yet you 
retain your freedom as an Independent 
businessman. If you are an Independent 
Marketer in an eastern state, get the 
facts on a Richfield franchise. Phone or 


write us today. 


OIL CORPORATION OF NEW YORK 


542 FIFTH AVENUE, NEW YORK 36, N. Y. 


















ETE LINE OF 
ING PUMPS 


Today, as always, a station | 
with Bowser Pumps has an 


advantage. For example—_ 
JS the Siamese Rol-Way 
SERVES 2 CARS at once. | 


| 














Tall, 


Noncomputing 















THE ONLY 

PUMPS WITH 

XACTO 
METER 


Computing 





Tall, Ticket 
Printing 























Rol-Way, 
Noncomputing 








Retrieving, 
Noncomputing 










Ticket 
Printing 






THERE I$ 

A BOWSER 
PUMP FOR 
EVERY FUEL 
DISPENSING 
REQUIREMENT 








Retrieving, 
Computing 






Siamese Rot Way | 
—DOUBLES your sales outlets. ote pump and control 
Replaces single-hose pedestals units available with all 
using the existing suction and Bowser Pumps to supply 
conduit. Speeds service during one or more pedestals with 
rush hours. Improves traffic volatile fuels or where suc- 
pattern in driveway. tion lift is oc problem. —“™ 





















THE WORLD'S OLDEST GASOLINE PUMP MANUFACTURER 
BOWSER, INC., 1301 CREIGHTON AVENUE, FORT WAYNE 2, INDIANA 
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Barge -loading hose reinforced 


with “Cordura” rayon is lighter, 





Pressure lube hose reinforced 
with “Cordura” rayon withstands 
constant pressure 





Fuel-truck hose reinforced with 
“Cordura” rayon is tougher and 
lighter. 











HOSE HANDLES EASIER when it’s Rese th 
reinforced with Du Pont “Cordura” High Tenacity Rayon o§ 


Service-station men find that this car-wash hose = Such hose helps the service man do a more effi- 
helps make work easier. It’s light and flexible, _cient job. 

won't kink or snarl, and it takes rough punish- 
ment in stride, That’s not surprising, because it’s 
reinforced with Du Pont “Cordura’’* High Te- 
nacity Rayon...the yarn that’s used in heavy- 
duty truck tires. 


If you want to get this easy handling—plus 
strength in every hose you buy, make it a point 
to ask your supplier for hose reinforced with Air hose reinforced with “Cor- 


Du Pont “Cordura” High Tenacity Rayon. dura” rayon is stronger, longer- 
y lasting. 





* REG. U. S. PAT. OFF. 











Why does rayon make such a difference? 
Here’s the reason: “Cordura” rayon yarn is in- 
herently stronger than yarns of natural fibers 
often used in hose, With it, a manufacturer can 
make car-wash hose full strength . . . yet thinner REG. U.5. pat. OFF 
. .. with fewer plies. And thin hose is more flexi- SETTER THINGS FOR BETTER LIVING ... THROUGH CHEMISTRY 
ble, curves without kinking. Also it’s lighter. 


Next time specify hose reinforced with : 





“4 
Rayon 


STRENGTH AY Low cost 

















The solvents and chemicals sold 
under the ENJAY* Oval Trade-Mark 
are outstanding for high quality 
and dependability. Every 
day more industries are 
calling on the long 
experience of the Enjay | 
Company... making 
greater use of the 
diversified line of 

solvents and chemicals 
marketed by Enjay to 
increase product quality. 
*Trade-Mark 

ENJAY COMPANY, IN 
15 W. 51st St., New York 19, N.Y. 





ENJAY markets this 
wide range of | 
industrial chemicals: 


Petrohol 91 (Isopropyl! Alcohol) 
Petrohol 95 (Isopropy! Alcohol) 
Petrohol 99 (Isopropy! Alcohol) 
Secondary Buty! Alcohol 
lsooctyl Alcohol 

isopropyl Acetate 

Secondary Buty! Acetate 
Acetone 

Methy! Ethyl Ketone 

Ethy! Ether 

Isopropyl! Ether 

Diisobutylene 

Polypropylenes 

Butadiene 

isoprene 

Dicyclopentadiene 

Aromatic Tars 

Paratone 

Parapoid 

Paratac 

Paranox 

Parafiow 

Vistanex 

Naphthenic Acids 


ENJAY products are 
marketed in bulk or in 
quantities to fit 

your requirements. 
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STRENGTH AY Low cost > 


Big Esso bulk plant relies on 
Marlow Pumps to CARRY THE LOAD! 











- -- and what a load! 10 million gallons of gasoline a month can be 
put through this New York City District bulk station . . . one of the world’s largest 
and most modern. The pumping system is fully automatic — with thirteen big, 
dependable and thrifty Marlow sasgib st ee Panes at the heart of it. 


From underground storage this battery 
of 4-inch Marlows delivers gasoline to one sec- 
tion of the loading rack. Pumps, operated by 
remote control from the control tower, can load 
a 1900-gallon truck in 5 minutes. It's a fast, 
efficient and virtually maintenance-free installa- 
tion .. . and it takes good pumps to do the job. 
it takes Marlows. 


Through 1800 feet of piping another 
battery of pumps — these Marlow 6-inch high- 
pressure models — serves the loading rack which 
has automatic pressure and velocity control of 
pump. As with the others, the pumping, though 
intermittent, is always smooth — thanks to the 
Marlows’ ability to prime and reprime auto- 
matically. They won't vapor lock either — and ~ 
they operate quietly and economically because - — ee oe coe! 
of their exclusive free-flow design. a — 


More and more petroleum marketers, from the 
largest majors to smallest independents, choose 
Marlows for their plants and trucks. MARLOW 
PUMPS DO MORE AND DO IT BETTER, THAT'S 

















WHY! : 
: ‘ MARLO Naa a 

Marlow is the manufacturer of the world’s larg- t pc GREEN PUMps the 
est line of petroleum marketing pumps. Your : ne Con D AVENUe re op > 
problems will get expert attention from the Mar- io " tag ' 
low engineers. Let them help you f Plea * helpty y 

* . : * s ; "pre " "Otur, ‘ 
Write without obligation. i Nome *eMtative cat ’ 
in Canada contact SE THI c Sree ' 
PUMPS and SOFTENERS LTD., U S COUPON 2 eS —_— ‘ 
London, Ontario oie i Tad ge 

' +o. 


MARLOW PUMPS 


GREENWOOD AVENUE GEWOOD N 
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YOU GET EXTRA DIVIDENDS REGULARLY 


with the He°oBLER undercarriage 








© “The tires on the oldest units have not been 
changed for any cause. They show about 25% 
wear, indicating a tire mileage expectancy of about 
200,000 miles.” 


9 “The jobs trail perfectly under all conditions en- 
countered so far, making for good maneuverability 
and no evidence of tire scuffing.” 


© “Our drivers report better handling and no ten- 
dency to jackknife due to whipping on icy roads.” 


° “We have tested them on ice in the hills, and 
these Hoobler units were able to get through under 
conditions which stalled the conventional trains 
used in this area.” 


© “The maintenance time is obviously less than 
on the trailer trains replaced by these jobs.” 


S shown at left, Petroleum Transport, Inc., 
Lansing, Michigan, contract hauler for Gulf 
Refining Co., now has 10 Hoobler-equipped tank- 
ers, with service totals ranging from 5,000 to 
60,000 miles. Due to the 9’ Hoobler axle spacing 
and weight distribution, each of these Petroleum 
Transport units can actually haul approximately 
the same load possible with a double bottom or 
trailer train. 


Why not find out what Hoobler offers in your 
particular service. For complete information write 


The Union Metal Manufacturing Company, Canton 
5, Ohio. 


S OF STEEL PRODUCTS SINCE 1906 


Hooble Undercarriage 





















NATIONAL PETROLEUM NEWS 








{ 

COUNTER-PRINTER CS 
; LARGE NUMERAL 
= 
foo co ape 


< - > AO) 


4} 
—- 
3; 


RESET COUNTER 


INLET. FLANGE 


AIR ELIMINATOR 


ANT STRAINER 


The universal flexibility of SMITHway Truck Meters 
makes them easy to install on any truck with most any 
combination of piping. Meter inlet and outlet connections 
are located 90° apart on the meter body and the combina- 
tion air eliminator and strainer can be bolted to one or the 
other as the meter operates in either direction. This makes 
right and left hand assemblies possible with optional inlet 
and outlet connections. 

The SMITHway unitized construction plan allows for 
installing additional functional accessories without dis- 
turbing the original unit or‘ discarding parts already 





DEPENDABILITY THROUGH RESEARCH AND ENGI- 
NEERING. To Petroleum Meters, the Meter 
Division of A. O. Smith —_ the same 
high standards of research engineering 
which have distinguished all of the products 
of this firm for 77 years. 
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HIGH-SPEED FAUCET 


AOSmith 








METERS 


——} 


purchased. Accessories such as the ticket printing counter, 
set stop valve and others common to a truck installation 
can be added to the original unit when warranted by 
increased gallonage. 

Illustrated above are four basic arrangements common 
to delivery trucks and essential functional accessories that 
are part of the unitized construction plan. 

SMITHWAY TRUCK METERS are offered in types and sizes to suit every need: 
one and one-half inch T-6, 60 GPM.; Two inch T-10, 100 GPM., and 
Three inch T-15, 150 GPM. All are built on the original SMITH ROTARY 
PRINCIPLE, -the design that revolutionized an industry. Available for each 


l is an extremely wide choice of counters, dials, printers and func- 
tional accessories. Send today for complete information. 








FACTORIES: 5715 SMiTHway ST., LOS ANGELES 22, CALIF. + P.O. BOX 500, SUCCASUNNA, W. J. 


Offices: New York, Chicago, Houston * Conoda: Torento, Vancouver 
International Division: Milwouvkee 1, Wisconsin 
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>) Sell as you Ship 


all 
or with RHEEMCOTE drums 
we 

ji SY = The only large steel containers 


with all these 
extra points of value! 


















@ Any design, including halftones, 
lithographed in as many colors as 
you want. 


@ Entire surface of drum can be used for 
your selling design. 


@ Family identification can now be 
achieved by using same design on all 
containers, large or small. 


@ Tough, high-gloss finish is baked on 


for durable, handsome appearance. 


@ Interior can be coated 
with special protective lacquers. 


e Electric resistance-welded seam 
is smooth and clean. 


Use this powerful new advertising 
medium. For more information, write 


age 


Rheemcote | 











k 
MtEm MANUFAC TURING COMPAR 


a 
aeons 


Ot cated genre 


— ill 
uitietentememeneiee lee 


RHEEM MANUFACTURING COMPANY ° Chasacal Sales Offices, 570 Lexington Avenue, New York 22, N. Y. 


Manufacturing Plants in 23 Cities Around the World — prants ano oFFices: BAYONNE, LINDEN, NEW JERSEY © CHICAGO, ILL. 
HOUSTON, TEXAS ¢ NEW ORLEANS, LA. © NEW YORK, N. Y. © NEWARK, RICHMOND, SAN FRANCISCO, SAN PABLO, SOUTHGATE, CALIF. 
SPARROWS POINT, MD. © FOREIGN PLANTS: BRISBANE, FREMANTLE, MELBOURNE, SYDNEY, AUSTRALIA © BRISTOL, ENGLAND © BUENOS AIRES 
ARGENTINA © HAMILTON, ONTARIO © LIMA, PERU © RIO DE JANEIRO, BRAZIL © MILAN, ITALY © SINGAPORE ©1952 RHEEM MFG.CO. 
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UNDERGROUND STORAGE TANKS are still causing some 
station builders trouble, but supply is not critical 


NPN Report Shows: 


NEW STORAGE CONSTRUCTION will be heaviest on East 
Coast, with plate steel pinch slowing work in most areas 


Track Clearing for Big Oil Expansion 


The oil industry stands on the threshold of a worldwide, $10.5 


billion expansion drive. 
The need is great. 


Oil faces the double challenge of keeping 


pace with growing demand, and building up reserve capacity as a 


safeguard in case of war. 


The $10.5 billion program would achieve 


the first goal, and lay a solid foundation for the second. 


The big question marks: 


Can oil do the job? 


Will it get enough 


steel? Will new strikes cripple the program? 


No one has final answers yet. 


The following articles give the 


outlook as of today, with stress on steel availability. News of the 
dangerous labor situation starts on p. 38. 


By NPN Staff Writers 


Oil companies now have an expan- 
sion target to shoot at to make sure 
both the military and civilians keep 
getting enough products. 

It calls for building $10.5 billion 
worth of new facilities throughout 
the “free” world in the last half of 
this year and all of 1953. About $8.8 
billion would be in the U. S. 

Petroleum Administration for De- 
fense set up this target. The gov- 
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ernment has approved it. Oil com- 
panies have indicated they can hit it 
—if they get the steel and other ma- 
terials, and if their hands are not 
tied by restrictions. 

Barring war, strikes or other crises, 
the industry should come through. 

The Goal—Here is what PAD’s 18- 
month program calls for: 

In the U. S.—A refining capacity 
boost of 750,000 b/d (at an annual 
rate of 500,000 b/d). 

—New storage tanks totaling 153,- 
113,000 bbis., including those at re- 


“wells. 


fineries. (This would be 59,971,000 
bbls. in the last half of 1952, and 
93,142,000 bbls. in 1953.) 

-A total of 19,700 miles of pipe 
line (7,700 miles this year, and 12,000 
miles next year). 

Drilling of 80,000 wells (25,000 
this year, and 55,000 next year). 

The cost of this U. S. program 
would be about $8.8 billion ($2.8 bil- 
lion in 1952, and $6 billion in 1953). 


In Canada—Refinery expansion of 
94,000 b/d; about 5.6 million bbls. of 
new storage; more than 1,100 miles 
of pipe line; and about 4,000 oil wells. 
Total cost: $300 million. 

In Other Foreign Nations (exclud- 
ing Russian dominated areas)—482,- 
000 b/d refining capacity; 29.7 mil- 
lion bbls. storage; about 2,700 miles 
of pipe line; and more than 6,100 
Cost: $1.4 billion. 

PAD’s analysis of military and ci- 
villian demand shows these are the 
facilities the industry should have 
There remains the matter of mate- 
rials—with steel the big question. 


What About Steel?—In drawing 
up the 18-month program, PAD es- 
timated the total steel need, at home 
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and abroad, would be about 12 mil- 
lion tons. This included more than 
10.2 million tons for the U. S., 0.5 
million tons for Canada, and more 
than 1.2 million tons for other for- 
eign countries. 

PAD then set about trying to line 
up enough of the various forms and 
shapes of steel. It listed definite 
amounts of steel the oil industry 
would need for each yearly quarter 
(broken down by structural, plate, 
pipe, etc.). 

PAD'’s next step was to approach 
Defense Production Administration 
(the agency that allocates steel to 
PAD for industry use). After win- 
ning DPA approval of the program, 
PAD said: “This is the steel oil com- 
panies need. Can they get it?” 

DPA’s reply: “They can get most 
of it, but there will be some pinches.” 
DPA promised to do its best for the 
industry. 

Raw Steel—DPA knows 
that over-all steel supplies are fast 
approaching the point where output 
of “raw” steel will be adequate. The 
stumbling block is how to convert 
ingots into the thousands of forms 
used by all U. S. industry, so that 
there is enough of each form for each 
user. 

DPA doubts the steel industry can 
meet all the oil company needs, as 
requested in PAD’s breakdown. So, 
unable to promise definite amounts 
of steel, DPA was forced to offer the 
oil industry the following generali- 
ties: 

1. Structural steel presents no 
real problem. Oil’s needs can be 
fully met, almost from the very 
start. 

2. Plate steel requirements 
will be harder to meet, especial- 
ly at the beginning of the pro- 
gram 


3. Small pipe will be tightest 





Over-Supply Won't Hurt 


The current excess of oil prod- 
ucts in some areas, particularly 
in the Midwest, will not put 
the damper on the industry's 
refinery expansion program, 
PAD believes. It explains: 

1. Refineries are now running 
at about 93% of rated capacity, 
as a result of Korean demands. 

2. Should the industry meet 
its expansion goal (750,000 b/d 
new refining capacity by the 
end of 1953), refinery output 
would drop only to a “normal” 
89% of rated capacity. 

PAD notes that some refiners 
have decided to cut back refin- 
ery runs, while going ahead 
with expansion and moderniza- 
tion plans. 
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Worldwide: 


U.S. Only: 





OIL'S CONSTRUCTION GOAL 


(For Last Half of 1952 and All of 1953) 


Cost—$10.5 Billion 
Steel—12 Million Tons 
Cost—$8.8 Billion 
Steel—10.2 Million Tons 


To Add in U. $.— 


750,000 B/D Refinery Capacity Construction 
153 Million Bbls. Tankage (Including Refinery) 
19,700 Miles of Pipe Lines—80,000 Wells Drilled 








of all, with some real pinches. 


Allotment Picture—-What do these 
generalities mean in terms of actual 
steel allotments? For the third 
quarter of this year (when the pro- 
grams starts) PAD asked 2,300,000 
tons. DPA allowed 1,903,000 tons— 
almost 400,000 tons shy of PAD’s 
figure. 

However, the 1,903,000 tons are al- 
most 200,000 tons (11.5%) greater 
than the 1,707,401 tons granted for 
the second quarter. PAD believes it 
is enough for a good start in the ex- 
pansion program. DPA itself thinks 
1,903,000 tons are sufficient “to carry 
forward the revised petroleum expan- 
sion program at a high level.” 


In explaining its inability to meet 
PAD’s steel request, DPA said the 
main limiting factor was small pipe. 
But DPA hopes to boost its allot- 
ments about 4% or 5% for the fourth 
quarter of this year. It also plans 
to make new hikes in following quar- 
ters until it is meeting all industry 
requests. 

Furthermore, it has allowed PAD 
to increase “advance” allotments to 
oil companies. PAD can now allot 
for the fourth quarter up to 80% of 
the steel tonnage granted for the 
third quarter. The former limit was 
65%. Also, for the first and second 
quarters of 1953, PAD can now make 
advance allotments of 75% and 60% 
respectively (formerly 50% and 25%). 

These higher limits reflect improv- 
ing steel supplies. 

The Steel Problem—How soon the 
oil industry can get all the kinds of 
Steel it needs depends mainly on how 
steel plants are operated. 

All signs indicate that before the 
end of 1953 there will be enough 
steel in ingot form to meet every 
foreseeable need short of widespread 
war. Unfortunately, the oil industry 


cannot store oil products in an ingot 
of steel. Nor can it drill oil wells, 
build refineries or lay pipe lines with 
ingots. 


There is the rub. Although steel 
ingot production will soar next year 
to something like 120 million tons 
(compared with a capacity of 108 
million tons at the start of 1952), 
there will still be bottlenecks in the 
output of certain important steel 
products. 


For example, plate steel will con- 
tinue tight, because there is not 
enough plate production to meet the 
tremendous demand of the military 
and many expanding industries, in- 
cluding petroleum. 


Also, there likely will be a continued 
shortage of small pipe for some time 
to come, because there are not enough 
pipe line production facilities to fill 
all needs. 


More facilities for producing both 
are coming into production this year 
and next. The situation should begin 
to ease considerably by the end of 
1953. But it is hard to get any official 
in government or in the steel industry 
to estimate the production of any 
given steel product. 


Many mills can produce various 
types of steel, and it is impossible to 
forecast how much of a particular 
type will be produced in a given 
period, even by the companies who 
produce them. 


If steel mills turned all their avail- 
able facilities to production of plate 
steel, for example, there is no doubt 
that they would be able to meet the 
requirements of oil and other in- 
dustries. Or, if they went all-out 
in producing small pipe, there is no 
doubt they could meet all needs. 


However, mills that produce these 
products have orders for other types 
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of steel. Thus, they cannot devote 
all their output to one type. 

Why Output Changes—Future pro- 
duction of any given steel form is 
affected by many factors, making it 
impossible to predict accurately. 


Demand is such a factor. Should 
demand for one kind of steel slacken, 
mills would change over facilities, 
when possible, to production of an- 
other type. A current example of 
this is sheet steel. It is coming into 
plentiful supply, and mills with facil- 
ities that can turn out either sheet 
steel or plate steel naturally are push- 
ing production of the latter. Some 
mills, however, cannot make the con- 
version from sheet to plate without 
considerable expense and loss of time. 

Another factor is profit. If a mill 
can make more on one form of steel 
than on another, it usually will em- 
phasize production of the more pro- 
fitable form. 

A third factor is government con- 
trol. Government agencies can direct 
an increase or a decrease in a given 
type of steel. An example is the very 
recent action by National Production 
Authority in ordering mills capable 
of producing heavy steel plate to 
reject all orders for light-guage plate, 
except when directed by NPA. This 
was aimed at getting fullest use of 
facilities for producing heavier, wider 
steel plate. NPA expects thus to 
make from 50,000 to 70,000 tons of 
additional heavy plate available per 
quarter. 


A final factor, and one which may 
out-weight all the others, is the mat- 
ter of general economic conditions 
and trends. 


Since Korea, expansion has swept 
across the board. With shortages in 
almost every line and with virtually 
all demands increasing, industry has 
had only one big problem: How to get 
materials fast enough, to expand 
facilities quickly enough. 


There are growing signs this era 
is drawing to a close. The textile 
industry, for one, some time ago 
hit a lull, and some of its proposed 
expansion programs were forgotten. 

It is possible this condition may 
develop in other industries. If it 
does, then demand for materials in 
those industries will slacken, making 


Table | 


Oil Projects Given Priorities 
For Materials by PAD 


Approvals Value 
Gas 1,747 $1,349,614,996 
Refining 665 1,124,677,502 

Supply & trans- 
portation 668 
Natural gasoline 314 
Marketing 99 
Production 80 


727,363,692 
265,095,204 
11,813,651 
38,396,239 


Totals 3,573 $3,516,961,284 
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Table 2 


Oil Projects Granted Fast Tax Writeoffs 
By Defense Production Administration 


Pendi 





ee App 

No. of Projects 

Refining 188 $1 

Oil storage 83 

Crude pipe lines aes 
Natural gasoline 

plants 39 


more materials available for other 
users. 

It seems safe to forecast that in the 
not-too-distant future, there will be 
ample facilities to produce enough 
of just about any type of steel any- 
one wants. The difficult forecast is 
when—1953, 1954 or 1955? 


Applying Is Important— But an- 
other point is certain. As steel and 
other materials become more plenti- 
ful, DPA and PAD are going to grant 
first increases to industries and com- 
panies that have asked for them. Such 
increased allotments would be the 
first step on the road to decontrol. 

But—if the industry indicates it 
is not planning to expand at the rate 
outlined in the program, DPA prob- 
ably would not feel obliged to in- 
crease PAD’s allotments. For that 
reason, PAD has continued to urge 
oil companies to make their wants 
known, as far in advance as possible. 
The companies’ stake is twofold: 

1—With some steel still tight, 
companies that present the best plans 
and arguments will get the best break 
as supplies are doled out. 


2—The present trend toward ample 
steel supplies could be reversed by 
new strikes or world crises. Those 
who have sat by without making re- 


Investments 
Billion 116 
$32 Million 101 
$3.8 Million 35 


$83 Million 57 


Investments 
$307 Million 
$45 Million 
$642 Million 


No. of Projects 


$119 Million 


quests now would be in a poor posi- 
tion to get what they ask later. 

In recommending the program, 
PAD told DPA it was based on 
what the oil industry had indicated 
it could and would do—if materials 
were available. The burden of proof 
is on the industry. 

(The mechanics of applying to PAD 
for materials were outlined in NPN 
Jan. 30, p. 16.) 


Help So Far— PAD has already 
given the industry considerable aid. 
Up to March 28 of this year, it had 
approved materials priorities to 3,573 
oil and gas projects, with a total 
value of $3.5 billion. 

Applications for 289 projects 
(valued at $124 million) were either 
denied by PAD or withdrawn by the 
operators. 

Another 282 applications (valued 
at $1.1 billion) had not been processed 
by PAD as of March 28. 

The PAD breakdown in Table 1 
does not include allotments of ma- 
terials for drilling wells. 

DPA’'s approval of the expansion 
program will now permit PAD to 
grant materials allotments for the 
third and fourth quarters of this year 
to about 250 more refinery projects. 
These had been held back by limita- 





Oil expansion will not be de- 
layed much by a lack of Class 
B products, government agen- 
cies believe. 


Both PAD and NPA think 
“B” products should keep pace 
with allotments of controlled 
materials during the next 18 
months. (Broadly speaking, 
Class B products are those of 
standard design sold to many 
customers.) But there will be 
some tight spots. 

One of the tightest right now 
is underground storage tanks 
for stations, although they are 
by no means impossible to get. 
The agencies also believe some 
digging may be needed to find 
small motors and compressors— 
but they say production is 
meeting demand. 





No Roadblock in Sight for Class B Products 


In refining, hard-to-get items 
include large motors, boilers 
and switch gears. These are in 
great demand by the atomic 
energy program and other de- 
fense-supporting industries, 
such as power. But the general 
easing of supplies is pointed up 
by a manufacturer of cooling 
towers, who expects business in 
1952 to increase 20% over 1951. 
It says the demand is there, 
and materials allotments have 
been supplemented by conver- 
sion practices. 


In production, small drilling 
rigs are a bottleneck, with some 
other equipment in tight supply. 
This includes 100-300 h.p. en- 
gines, valves and fittings and 
roller chains for rigs. 
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tions of the former 1 million b/d 
expansion plan. 

However, PAD stresses that even 
after it processes the refinery ap- 
plications now on hand, there will 
still be room for “all the additional 
projects the industry wants to build.” 
PAD refuses to comment on what 
percent of the over-all 750,000 b/d 
refinery expansion the 250 projects 
would adcount for. 


Fast-Tax Writeoff—DPA’s approval 
also means U. S. projects are eligible 
for fast-tax writeoff privileges. Table 
2 shows how some segments of the 
industry have fared since late 1950, 
when the writeoffs started, through 
Feb. 25, 1952. Writeoffs were not 
allowed on the full value of invest- 
ments shown in the table. (In refin- 
ing, for example, tax writeoff was 
granted on $618 million of the more 
than $1 billion listed, or at a rate 
of 61.7%.) 


PAD Tells How to Save 


Copper in Construction 


Copper, like some steel supplies, 
threatens to slow down the oil in- 
dustry’s expansion program. 

Because of the current short cop- 
per supply, PAD has strongly urged 
oil companies “to conserve copper 
wherever aluminum will serve as a 
satisfactory, economically-acceptable 
substitute.” 


As the result of a copper conserva- 
tion meeting last month with industry 
representatives, PAD has _ recom- 
mended: 

1. The main electrical distribution 
system of any oil or gas installation 
should use as high a voltage line as 


is feasible and available. (Higher- 
voltage lines require relatively less 
copper than low-voltage.) 

2. Emergency stand-by systems for 
distribution of electricity should not 
be built unless they are absolutely 
necessary. Whenever such a system 
must be built, great care should be 
taken to conserve copper. 

3. Communication systems for pipe 
line stations and production opera- 
tions should depend on ultra-high 
frequency radio wherever possible, 
rather than regular line facilities in 
order to conserve copper, 

4. Cathodic protection — wrapping 
of lines with a charged sheath to pre- 
vent picking up outside charges— 
should be avoided whenever local con- 
ditions have not made such protec- 
tion necessary. If protection is re- 
quired, aluminum should be substitu- 
ted for copper if possible. 

5. Electric grounding of storage 
tanks should be eliminated wherever 
local or national codes do not require 
grounding. If a ground system is 
necessary, aluminum should be sub- 
stituted for copper at every opportun- 
ity. 
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Big Marketers Wary of Station ‘Boom’; 
Plate Pinch Slows Storage Expansion 


There will be no rush to build ser- 
vice stations this year—although a 
“normal” number will go up. The steel 
is there. 

Sizable new secondary storage is 
planned on the East Coast, with av- 
erage construction elsewhere, Plate 
steel for tankage will cause some 
headaches. 

These facts are shown by an NPN 
survey of 16 large oil marketers in 
all parts of the country, made to find 
out how steel supplies affect market- 
ing expansion plans, It assumes no 
new steel strike. Survey highlights: 


Stations — Steel is no longer the 
main problem in station building, 
since few if any, projects would have 
trouble getting enough. Oil marketers 
now are thinking more in terms of 
the need for new outlets, and the cost 
of construction. 

Although most marketers plan 
only normal station building, many 
will stress modernizing and enlarging. 
They will bear down on advertising 
and merchandising. All of which boils 
down to getting more out of existing 
outlets. 

Explains one marketing executive: 
“Capital is short, labor is high, and so 
are prices of everything else.” An- 
other adds: “New building is too ex- 
pensive, and the business increase is 
flattening out.” 


Secondary Storage—Although east- 
ern marketers will be busy adding 
heating oil tankage, Midwest and Gulf 
Coast companies show only average 
interest in new facilities. The West 
Coast is apathetic. 


The tightness in plate steel will hurt 
most in the East, and probably slow 
down construction. Other areas also 
will have some trouble with plate. 


The combined marketing territories 
of companies surveyed by NPN 
(mostly majors) cover all 48 states. 
Several listed below under East 
Coast, for example, also market in 
the Southeast. Following is a sum- 
mary of 1952 construction plans. 


East Coast 


Most of the five companies con- 
tacted in the East plan no “extra” 
station building this year, but have 
hopes for substantial storage con- 
struction. Their outlook: 

—One company will build stations 
at the rate existing for some time. It 
stresses modernization of existing out- 
lets. The company says structural 
steel is still somewhat tight, but 
enough for needs, and there is no 
shortage of porcelain enamel. How- 
ever, the company probably will con- 
tinue some substitution of reinforced 


concrete lintels and wooden trusses 
for steel roof beams. 

Although sheet steel for under- 
ground tanks is “rather plentiful,” the 
company reports a real tightness in 
heavier plate for bulk tankage, with 
“some delay on deliveries.” 

It concludes: Except for some de- 
lays, we can do “all the work we 
would contemplate doing, even in nor- 
mal times.” 

—Another company has told its 
marketing department to get all the 
new lessee stations possible. This is 
mainly a drive to find dealers with 
enough money to buy sites. The com- 
pany will help arrange loans for sta- 
tion building. Direct station construc- 
tion by the company has been slack- 
ened. 


—A third company believes it can 
“go very nearly as far as we want 
to go” on the new station construc- 
tion, with steel not an important prob- 
lem. Some aluminum may have to be 
substituted for copper. 


However, plate steel for bulk plants 
and terminals is a headache, with the 
company having trouble convincing 
the government it isn’t asking too 
much, Even so, it expects to get 
enough “to give us a right busy sea- 
son.” 

The company reports “a lot of 
structural steel in hands of ware- 
houses,” adding that equipment is 


a 


19,700 MILES of new pipe line in 18- 
month period is industry target to keep 
crude and products moving 
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keeping up with what it can get in 
the way of plate steel for storage. 

—Another company sees no trouble 
“getting any and all steel” needed for 
stations. “Even if steel were curtailed 
in the near future,” the company 
points out, “simply by cutting down 
on the number of tons per building, 
we would still be able to get suffici- 
ent to erect as many stations as we 
desire.” 

On bulk plants and terminals, the 
company doubts construction will be 
held up by lack of steel. But it says 
such building “may be ‘delayed’ by 
the red tape that is necessary to wade 
through while complying with orders 
of the CMP.” 

—Despite “some delays” in station 
construction, another major believes 
it will be able to build in “pretty 
nearly normal fashion.” 

Six-month delays continue on bulk 
storage plants, despite PAD approval. 
But the company counts on about 
“normal” construction. 


Midwest 


Three of four large oil marketers 
surveyed plan normal] station building, 
with the other stepping up its pro- 
gram. There is no rush for storage 
expansion. 

—One major has hiked station 
construction 25% over 1951 and is go- 
ing ahead full blast. Having cut steel 
needs per station to 500 Ibs, by using 
reinforced (with steel) concrete, the 
company expects no shortage road- 
block. Station equipment supply is 
ample. 

The company is not worried about 
steel for bulk plants. 

—‘‘We can do about what we want 
to as far as materials are concerned,” 
another company states. But its sta- 
tion program, including present plans 
for 10 or 12 new outlets, is no larger 
than last year’s. And it is only “talk- 
ing about” building three new storage 
plants. 

—A major is “following through 
with norma] station expansion,” based 
on “plans laid out two years ago.” 

—Another large marketer’s station 
plans are about the same as in 1951. 
It is going ahead only on “essential” 
outlets. Copper electrical equipment is 
a bottleneck, but will not halt any 
station projects. 

The company says bulk storage 
building is hurt by tight supply of 
heavy plate. It reports a one-year 
time lag between order and delivery 
from rolling mills. 


West Coast 


Steel is a minor problem for either 
stations or bulk plants on the Pacific 
Coast. The rate of construction de- 
pends more on other factors, such as 
the need for facilities, or cost of 
building, according to four companies. 

Result: Most plans call for only 
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normal station building, and few new 
bulk plants. For example: 

—A representative major will build 
about 30 stations this year. The com- 
pany notes that costs are at an all- 
time high, with a typical convention- 
al station running about $35,000. It 
calls the question of whether more 
stations are needed an important one. 
Its conclusion: The mere absence of a 
steel shortage is no reason for faster 
station construction, 

—This general view is shared by 
two other West Coast majors. 

—A fourth company, however, plans 
63 new stations this year, about 
double the 32 built in 1951. This is 
to make up for station construction 
delays caused by government restric- 
tions last year. 

The four companies are not worry- 
ing much about station equipment or 
building materials, such as the widely 
used enameled steel. Even under- 
ground storage tanks— in tight supply 
three months ago—are now easy to 
get. 

Bulk plant construction would be 
a small problem for any company 
wanting to build. However, the spread 
of direct-delivery service to stations 
(by-passing the bulk plant) has killed 
much of the need for new secondary 
storage. 

“A proposal for a new bulk plant,” 
a marketing official observed, “is as 


popular with management as measles 
in a kindergarten.” 


Gulf Coast 


Three companies marketing on the 
Gulf Coast expect little steel trouble 
for their relatively smal] station and 
bulk plant programs this year. 

—A company that at one time built 
stations rapidly in the Houston area 
plans 1952 construction only on va- 
cant property already purchased, It 
expects to buy no new station sites. 

Underground storage tanks are 
troublesome. “There doesn’t seem to 
be any shortage of these tanks,” an 
official said, “but we can’t pick up 
the phone and order them today, ex- 
pecting delivery tomorrow.” 

The company has several small ter- 
minal construction jobs underway 
along the coast, with progress at a 
normal rate. 

—Comments a major on its station 
building: “We aren’t having a bit of 
trouble now, with steel and equip- 
ment supplies seemingly in good 
shape, The only thing that occasion- 
ally slows us down is labor.” The 
company tries to keep its material 
supplies 90 days ahead of its building 
program, 

—A third company plans very little 
station construction in the Gulf Coast 
area, and expects no delays because 
of materials. 


End in Sight for Controls over Steel 


That word the industry likes to 
hear—decontrol—is being heard more 
and more in Washington these days. 

Defense Production Administration 
has already eased a few of its regu- 
lations and says more are to come. 
DPA is always careful to throw in 
some big and little “ifs”. But there 
is no doubt the end is in sight for 
many restrictions. 

One of the major programs now 
being studied by DPA for future de- 
control action is that of steel. Un- 
less steel production is broken, or un- 
less there is a change in the inter- 
national situation, it is-very likely 
that many steel controls will be abol- 
ished early in 1953. 

It may involve making the present 
Controlled Materials Plan simply a 
stand-by reporting procedure that 
would keep controls handy should 
need for them arise again. 

Military Priority Only?—-DPA is 
now studying chances of setting up 
a priority system to make sure that 
military programs get the materials 
they need. This would replace the 
present Controlled Materials Plan. 
Aside from the priority system, there 
would be open-market competition 
for materials. 

DPA has hopes that by the fourth 
quarter of this year, or by the first 
quarter of 1953, it will be able to al- 


locate on a 100% basis. 

This possibility exists particularly 
in steel. Copper, DPA says, is a less 
rosy prospect, and control on it 
probably will be continued longer. 

Controls Easing Now-—The easing 
supply situation—except for some 
hard-to-get steel shapes and sizes— 
has already caused DPA and NPA 
to relax some control restrictions. 

More Station Steel—A considerable 
relaxation was NPA’s action in lift- 
ing to five tons the limit on self-cer- 
tified orders for steel in commercial 
construction. 

Supply—-A second re- 
laxation is in blackplate steel. Al- 
lotments of blackplate, as in struc- 
tural steel, have approached the 
100% stage. NPA has announced 
that it plans to decontrol blackplate 
entirely. 

Since most one-quart and five- 
quart oil cans are made entirely from 
blackplate (no tin coating) the free 
supply of blackplate means enough 
cans for oil products. 

In addition, NPA said it would in- 
crease the permitted percentage of 
one-gallon antifreeze cans to 100%. 

Drum Decontrol?—There is also 
some speculation that National Pro- 
duction Authority may soon revoke 
restrictions on the use of steel ship- 
ping containers. 
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WSB Flounders 


By CLYDE LA MOTTE 
NPN Staff Writer 


WASHINGTON — The Wage Sta- 
bilizaton Board was swinging in wide 
circles this week, like a hound dog 
that has lost the trail, in an effort 
to find some course of procedure in 
the oil wage disputes. 

The six industry members of the 
18-member stabilization board were 
to have met Wednesday (April 16) 
with representatives of eight or 10 oil 
companies to discuss possible solu- 
tions. 

At this writing, no one at WSB 
would venture a guess as to what 
the next action would be. The “pilot 
case” plan WSB had decided upon 
earlier came to an abrupt and 
sad ending in St. Louis when the two 
companies scheduled for hearings de- 
clined to be the “pilots.” (See p. 11 
and p. 39). 

The unions have agreed to hold off 
on their threatened strike until WSB 
decides what it can do next. But 


as Oil Refuses to be ‘Pilot’ 


they let their show 
through. 

Said O. A. Knight, president of 
Oil Workers International Union, in 
St. Louis: “Meanwhile, we are keep- 
ing our powder dry. We are prepared 
to strike on very short notice if these 
efforts to reach a peaceful settlement 
fail.” 

Threat to Oil Expansion—In the lull 
this week, there was speculation here 
on how the oil industry’s expansion 
program (see p. 33) might be harmed 
by the wrangle, especially when that 
problem is considered along with the 
steel situation and the possible impact 
of another spiral of inflation. 

For those who want to borrow 
a little trouble in addition to troubles 
they. already have, it was easy to 
picture what might happen to the oil 
industry and its expansion program 
should labor win its tug-of-war with 
industry. 

The sharpest blow, of course, would 
be a prolonged strike in either the 
steel or the oil industry. This would 


impatience 
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knock the expansion program into a 
cocked hat, because a steel shortage 
would cripple the oil industry in the 
long run almost as effectively as a 
strike by the oil workers. 


But even if there is no strike in 
either industry, there could be other 
serious effects. If the steel workers 
get the increases recommended for 
them by WSB, it likely would mean 
a round of wage increases in virtually 
all industries. 

To offset these wage increases, in- 
dustries will seek to increase their 
prices. Steel companies, for example, 
are seeking an increase of $12 a ton. 

What it all snowballs to is this: 
Greater costs all the way around, not 
only for wages but for materials pro- 
duced at greater cost. Unions main- 
tain, of course, that the price in- 
creases should be absorbed by the in- 
dustries themselves, but the indus- 
tries contend this would be the road 
to ruin. 


At any rate, should oil industry 
be faced with higher labor costs and 
higher material costs, it’s only logical 
to conclude it would have less money 
available to invest in expansion. 


Many oil men are optimistic de- 
spite these gloomy prospects. Their 
argument is that the industry is in 
a good position now to expand, that 
it has the money to do so and the 
desire to do so. In addition, the in- 
dustry has the habit of achieving its 
goals despite any handicaps. 

Aside from the costs, however, 
there is the problem of material avail- 
ability. If steel production stops or 
lags, the oil industry expansion in- 
evitably will be delayed. Since it will 
be the last half of the year before 
the expansion program gets into 
swing, there is hope that the labor 
situation can be met satisfactorily by 
then. 


Oil Wage Puzzle—To get back to 
the immediate problem—the matter of 
finding a key to the current oil union- 
company deadlock— there is a possi- 
bility that WSB may give up on the 
matter entirely and send it back to 
the White House unsolved. 

It is known that some of the indus- 
try members of the board have 
reached the conclusion that that is 
the only thing left to do, for in its ef- 
forts to date, WSB has made no head- 
way at all. 

The labor and public members are 
certain to oppose such a move, and 
the reaction from the unions likely 
would be quick and violent. Thus, 
such action is not to be expected un- 
til some other possible solutions have 
at least been studied at length. 

The attitude of the industry mem- 
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bers is the attitude some companies 
have had almost from the very start. 
Many company spokesmen have said 
again and again that the so-called dis- 
putes list is highly inaccurate and 
needs to be investigated closely by 
the government with the aim of 
eliminating those which do not meet 
the standards necessary for a wage 
dispute to be referred to WSB. 

Definite Wage Ceilings? — Also, 
these company representatives con- 
tend that if WSB would only set a 
definite wage ceiling, the companies 
and the unions could agree on settle- 
ment terms in a hurry. 

It is known that at least some of 
the industry members of WSB were 
plumping for such a move. They of- 
fer two points to their argument: 

1. The so-called wage disputes 
list, which originally was certi- 
fied to WSB by the White House, 
contains many companies and 
company units where wage or 


contract negotiations either do 

not exist at all or have not 

reached the stage where they 
should be in WSB hands. 

2. It is beginning to look as if 
WSB. has another bear by the 
tail—a bear about as dangerous 
as the one in the steel dispute 
matter. And the wounds from 
WSB’s action in the steel wage 
dispute have caused some of the 
WSB members to develop more 
caution. 

However, at this time it does not 
seem likely that the labor members 
or the public members of WSB will 
go along with the industry members 
in agreeing to send the dispute cases 
back to the president. 

Labor Front Split—Meanwhile, in- 
side labor itself this week there was 
a definite development which con- 
firmed earlier reports that all was 
not harmony in the “united front.” 

This announcement was in the form 


of a letter to Wage Stabilizer Nathan 
Feinsinger from J. A. Brownlow, pres- 
ident of the American Federation of 
Labor Metal Trades Department. 

What Mr. Brownlow wrote Mr. 
Feinsinger in no uncertain terms was 
that O. A. Knight has no authority 
to speak for any members of the 
AFL. Neither, he said, has O. V. 
Clover, an AFL member who has been 
sitting with Mr. Knight at all hear- 
ings as a representative of AFL. 

Mr. Brownlow said CIO was guilty 
of creating “psuedo and ersatz’ dis- 
putes and that the reason behind the 
move was to establish . nationwide 
bargaining, with Mr. Knight as the 
ram-rod of it all. 

Mr. Brownlow said further that 
AFL wants to “preserve and protect” 
the traditional oil industry's collec- 
tive bargaining on a plant-by-plant 
basis. 

AFL looks with “a jaundiced eye” 
at the present efforts of the CIO oil 





The Story of the Empty Chairs at St. Louis Hearing 


ST. LOUIS — It’s doubtful that any 
empty chairs ever got more attention, 
except maybe at a furniture makers’ 
convention, than four chairs did at 
the Wage Stabilization Board’s pan- 
el hearing here April 10 on wage dis- 
putes between the unions and Stand- 
ard Oil Co. (Indiana) and Sinclair. 


The chairs in question were two at 
a table where representatives of In- 
diana Standard—the first case sched- 
uled—were to sit. The other two 
chairs were at the front of the room, 
where industry members of the panel 
were to sit alongside labor and pub- 
lic members of the panel. 

It was obvious that the hearing 
would be doomed if those chairs went 
unfilled, for how could there be a 
hearing if one side was not there 
to present its views? Or how could 
there be a tripartite panel with two 
of its six members absent? 

Thus, as the fifth floor meeting 
room in the U. S. Court and Cus- 
tom House Building filled, all eyes 
were on those four empty chairs. This 
could well be a turning point in the 
oil wage disputes, for if those chairs 
were occupied, it would clearly in- 
dicate that industry members were 
knuckling under, after having previ- 
ously said they would have no part in 
such proceedings. 


WSB obviously was on the spot. 
If it called off the hearings, as com- 
mon sense dictated, there was the 
strong possibility that the unions 
would point an accusing finger at the 
empty chairs and announce they 
would strike immediately. 

As time neared for the beginning 
of the hearing, the labor delegation 
stepped forward and filled its chairs. 
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A little later, three panel members, 
looking embarrassed and uncomfort- 
able, filed in and sat down. Word cir- 
culated that a fourth panel member 
was on his way but would be late. 


Still the industry panel chairs and 
the company chairs stayed empty. 


Finally, the acting chairman of the 
panel called the meeting to order. 
He asked if union representatives 
were present and received an answer 
from O. A. (Jack) Knight, president 
of Oil Workers International Union 
(CIO), that labor was present and 
ready to proceed. 

Then the chairman called for the 
industry representatives. “That’s just 
for the record,” he explained, as if 
afraid someone would look at him 
askance for talking to two empty 
chairs. 

In the 30-second silence that fol- 
lowed, a wiseacre at the press table 


leaned toward the empty chairs, cup- 
ping hand to his right ear and listen- 
ing intently. Then he turned back to 
his comrades and reported: “I heard 
a voice coming from those chairs 
plain as day. The voice said that WSB 
could jump in the lake.” 


Maybe the chairman heard the 
voice, too. At any rate, he adjourned 
the meeting. 

Before the day was done, Mr. 
Knight got his opportunity to do his 
finger pointing. Aiming an accusing 
index finger at the empty chairs, he 
charged: “This is an arrogant refusal 
by the companies to co-operate with 
the government of the United States.” 

In a way, the empty chairs an- 
swered back in eloquent fashion. Their 
very emptiness proclaimed the fact 
that the industry had not yet sur- 
rendered its fight. 

By Clyde La Motte 
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workers and views them as a move 
to get the government stamp of ap- 
proval on nationwide bargaining. 


The friction had become an open 
secret some time ago. When Federal 
Mediation and Conciliation Service 
was investigating the disputes, before 
they were ever sent to the White 
House, and from there to WSB, 
FMCS was told privately by AFL 
leaders that they wanted no part of 
the “united front.” 


As a result, FMCS did not include 
any AFL units in the wage disputes 
list. 


Mr. Knight sought to ignore this 
rebuff by saying that he had never 
been given an “official” wage dis- 
putes list and therefore did not know 
that AFL units were not included. He 
therefore continued to present Mr. 
Clover as a representative of AFL 
units. 


All in all, it tended to stifle fears 
on the part of the companies that 
AFL and CIO were going to unite as 
far as oil workers were concerned. 
It was plain this week that if there 
ever was a “marriage” between AFL 
oil units and CIO, the “marriage” has 
definitely been annulled. 


Progress Made in Setting Up 
API Jobber-Supplier Group 


NEW YORK-—Special API com- 
mittee studying feasibility of API's 
having a jobber-supplier committee 
made “headway” in morning-long 
meeting here April 15, but has more 
to do, according to Chairman Harry 
J. Kennedy, vice president of Con- 
tinental Oil. 


“The committee is at work, but has 
not finished, so there isn’t anything 
beyond that to report to the trade 
yet,” said Mr. Kennedy. 


Group was appointed by API Pres- 
ident Frank M. Porter. In addition 
to Mr. Kennedy, its members are: 


Oscar John Dorwin, vice president 
and general counsel of The Texas Co.; 
John Harper, Harper Oil Co., chair- 
man of National Oil Jobbers Council; 
Walter Hochuli, general sales man- 
ager of Texaco; B. L. Majewski, 
Great American Oil Co., Chicago; R. 
W. McDowell, Mid-Continent Petro- 
leum Corp.; M. J. Rathbone, Jersey 
Standard, and M. H. Robineau, Fron- 
tier Oil Co., Denver. 


Hallanan to Be Honored 


WASHINGTON—National Petrole- 
um Council will honor Chairman Wal- 
ter S. Hallanan with a reception and 
dinner at the Mayflower Hotel, Wash- 
ington, April 21. NPC will hold its 
second quarterly meeting of 1952 in 
Washington on April 22. 


Fuel Oil Price Puzzle Begins to Fit; 
OPS Weighs 1c to 1.5c:Hike in East 


WASHINGTON—East Coast heat- 
ing oil price increase for No. 2 heat- 
ing oil at New York probably will be 
between 1.0c and 1.5c per gal. and, 
on basis of present Office of Price 
Stabilization figuring, probably will 
range above 10.2c per gal. tank car 
price at New York. 

Statement of considerations, in ten- 
tative form, was discussed but defi- 
nite amount of increase has not yet 
been finally determined, according to 
the OPS Petroleum Branch. 


Range discussed would mean new 
tank car ceiling for No. 2 at New 
York between 10.1c and 10.6c, based 
on present ceiling of 9.1c per gal. 

But sources cautioned against 
drawing too strong conclusions at 
this time on what final figure will 
be. They pointed out that three fac- 
tors must be justified—Gulf Coast 
price, transportation factor and cost 
increases on East Coast. 

So far, it was learned, transporta- 
tion factor and Gulf Coast justifica- 
tions seem clear since the case can 
be made that price freeze solidified 
inequities into economy. 

But the branch is having some diffi- 
culty in showing that various cost 
increases at East Coast did not occur 
after the price freeze. Unless it can 
show this, it might be overruled on 
any specific figure by OPS policy 
officials. 

It was disclosed, for instance, the 
branch is convinced that the increased 
demand is at the root of the price 
increase matter, because it results in 
either increased runs during summer 
with need for additional high-cost 
storage to hold product until win- 
ter, or heavier production during win- 
ter with higher tanker rates result- 
ing. 

Provision in increases for “storage 
incentive” enters here. 

Either way, costs go up just be- 
cause demand has outstripped previ- 
ous production and supply facilities 
and storage. 

But branch is faced with the task 
of justifying this on the basis of pre- 
freeze, not post-freeze, conditions. 

Another factor that may change 
radically any proposal advanced by 
branch is the attitude at top echelon 
against actions that would tend to 
raise consumer prices too high. 

Tailored order spelling out petrole- 
um products prices in six New Eng- 
land states is being held up by Of- 
fice of Price Stabilization pending 
decision on East Coast heating oils 
increase. 

States involved are Maine, New 
Hampshire, Vermont, Connecticut, 
Rhode Island and Massachusetts. 

Official said that the spell-out or- 


der is virtually complete but added, 
“we are keeping it back right now 
until we settle the East Coast prob- 
lem. It would be confusing to put out 
an order now stating exact prices, 
then have to modify them if an East 
Coast increase is granted. Afterwards, 
we could simply add the increase, if 
any, and do the whole thing at once.” 
OPS Decentralizes—The Office of 
Price Stabilization moved closer this 
week, in one respect, to the end re- 
sult of its pricing activities with a 
delegation of authority to local of- 
fices on problems arising under Ceil- 
ing Price Regulation 13 (the basic 
petroleum retail price order). 


In simple terms, the action means 
that applications for price adjust- 
ments on petroleum retail sales will 
now be handled by regional and dis- 
trict offices rather than in Washing- 
ton. 

It is beneficial from many points 
of view. First, it speeds up action 
on application because it spreads the 
work and relieves the Washington 
Petroleum Branch of a terrific work- 
load. Secondly, prompter and more 
understanding attention should result 
since local offices have more detailed 
knowledge of local conditions and are 
more accessible to individual service 
station operators. 


Actual order signed by Price Sta- 
bilizer Arnall reads: 


“1. Authority is hereby delegated 
to each Regional Director of the Of- 
fice of Price Stabilization. 

“(a) To request of any seller of 
petroleum products who is covered 
by Ceiling Price Regulation 13 fur- 
ther information regarding such sell- 
er’s filing of a price under the pro- 
visions of Sections 13 and 18 of Ceil- 
ing Price Regulation 13, or regarding 
his application for adjustment under 
the provisions of Sections 16 and 17 
of Ceiling Price Regulation 13; 

“(b) To grant, revise or deny appli- 
cations for adjustment made under 
the provisions of Sections 16 and 17 
of Ceiling Price Regulation 13; 

“(c) To approve, disapprove or re- 
vise ceiling prices determined under 
the provisions of Sections 13 and 18 
of Ceiling Price Regulation 13. 

“(2) The authority delegated by 
this Delegation of Authority may be 
redelegated to the District Directors 
of the Office of Price Stabilization.” 

Sec. 13 deals with filing of ceiling 
price determinations as result of 
transfer of business or stock in trade. 
Sec. 18 concerns products for which 
ceiling cannot be determined under 
other sections of regulation and out- 
lines method of determination. 

Sec. 16 defines procedures for ad- 
justments because of fair trade acts 
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and Sec. 17 tells retailers how to ap- 
ply for other types of ceiling adjust- 
ments. 

Issuance of the order marked the 
first such OPS delegation involving 
petroleum products. 

Local offices will deal primarily 
with individual applications, the large 
majority of which concern pricing 
at specific service stations. These de- 
cisions will be post-audited in Wash- 
ington and could be reversed or modi- 
fied but this is expected to be a rare 
occurrence since the regulation is ex- 
plicit. 

Applicants may also appeal an ad- 
verse decision they feel is unfair. 

Washington will continue to handle, 
or be consulted on, area-wide actions 
under CPR 13 and will issue any gen- 
eral supplementary or amendment or- 
ders to the regulation. 

The applicant, because his petition 
will be processed at a point nearer 
his place of business, will be in a bet- 


ter position to press personally for 
prompt attention. 

West Coast Spell-Out—Meanwhile, 
OPS has scheduled a meeting with 
the West Coast Petroleum Wholesal- 
ers Industry Advisory Committee in 
Los Angeles May 23. 

The conference will be concerned 
with results of OPS’ study of 257 
petroleum bulk plants looking toward 
a spell-out of prices on eight products 
—first, second and third grade mo- 
tor gasoline; kerosine; auto Diesel 
fuel; furnace oil; stove oil; and bunk- 
er oil—in five western states, Wash- 
ington, Oregon, California, Arizona 
and Nevada. 

Loring T. Cramer, Chief, Petrole- 
um Branch, has confirmed plans for 
a retailers advisory committee to dis- 
cuss a pass-through of any increase 
that occurs in the East Coast heat- 
ing oils situation. Discussions un- 
doubtedly will go into the margins 
aspect of the problem. 


OPS Has Eye on Re-Refined Lubes 
In Study of Oil Price Suspension 


WASHINGTON — The Petroleum 
Branch will soon notify ‘the Office of 
Price Stabilization’s Decontrol Policy 
Committee that it believes drained 
crank-case waste oil and re-refined 
lube oil prices may be “decontrolled,” 
according to OPS Petroleum Chief 
Loring T. Cramer. 


“There may be some other things 
on which we will make similar recom- 
mendations, but that is the only one 
we have decided on so far,” Mr. Cra- 
mer added. 

It will be the first recommendation 
that any petroleum product should be 
taken from under price control. 
Actually, items finally approved for 
such action by top OPS officials will 
be granted a “suspension” from con- 
trols, rather than outright decontrol. 
The chief difference is that controls 
may be re-applied quickly on a “sus- 
pended” commodity, if OPS feels such 
action is needed. 


Re-Refiners Object—The decontrol 
move will be fought vigorously by 
the Assn. of Petroleum Re-Refiners. 
V. T. Worthington of Arlington, Va., 
president of the association declared: 


“The re-refiner is very definitely 
limited in what he can get for his 
finished product. If the price of his 
raw product is allowed to go helter- 
skelter, a few big ones will squeeze 
out the little fellows, and the indus- 
try is composed largely of the little 
fellows.” 

But Mr. Cramer stated his position 
this way: 

“T have been asked (by the Decon- 
trol Committee) to look for things 
where decontrol could be put in be- 
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cause of the particular product’s 
slight effect on inflation. Under that 
basis we will go ahead with the pro- 
posal to decontrol waste oil and re- 
refined oil. 

“There has been a lot of doubt 
as to whether waste oil should have 
been controlled in the first place.” 


Waste oil is not mentioned specifi- 
cally in Ceiling Price Regulation 63 
which covers lube oils and some 
other petroleum products. It was 
controlled under provision which 
brings in “all other petroleum prod- 
ucts not included in other specific 
price regulations relating to petro- 
leum products.” 


Elusive Prices — Mr. Cramer said 
that no over-all pricing pattern 
existed when prices were frozen and 
that many re-refiners were getting 
some drainings for nothing. “There- 
fore, we would actually have to ‘make’ 
a price for it now,” he added. “That 
would be price-fixing, and I am 
against that. Our function is to 
stabilize prices—to determine where 
they were at the base period and 
hold them there.” 

Mr. Worthington, however, main- 
tained that the prevailing rate was 
about 1.5c per gal. during the base 
period. He said that tight European 
petroleum supplies due to rearma- 
ment and the shutdown of the Abadan 
refinery caused a boom in re-refined 
oil among those able to export it. 


As a result, he said, a black mar- 
ket developed with drainings selling 
as high as 5c per gal. at the serv- 
ice station. With OPS cracking down 
on this aspect, he added, the situa- 


tion “has cleared up somewhat.” But 
Mr. Worthington declared that, if 
drainings are decontrolled, re-refiners 
with no export capacity will be driven 
to the wall by large processors who 
can pay higher prices and sel] over- 
seas, 

OPS has not yet instituted its 
price “suspension” program. Price 
Stabilizer Arnal] is expected to issue 
momentarily a policy directive out- 
lining standards and procedures to be 
followed. 

But various branches are now 
combing over commodities within 
their jurisdiction for recommenda- 
tions on decontrolling those that will 
have slight or no effect on the 
stabilization program. 


Ellis Blasts Major's 


Criticism of Cost Survey 


WASHINGTON—Otis Ellis, Na- 
tional Oil Jobbers Council general 
counsel, declared here April 14, that 
the adverse reaction of one major 
company to NOJC’s cost survey may 
be “another smokescreen behind 
which this particular company in- 
tends to hide.” 

The company official was quoted 
in April 9 NPN, p. 27. The NOJC 
counsel -recalled that this official 
posed the question of “what would 
you do?” if marketing economics 
would not permit margin relief for 
jobbers who were “going broke.” 

“I can tell this official what action 
I intend to take if such a situation is 
ever threatened or actually comes 
into being,” Mr. Ellis said. “I will 
then reverse my position on divorce- 
ment, on depletion allowances and my 
current beliefs on so-called ‘free, 
competitive enterprise’ and do battle 
with all of the facilities at my com- 
mand before the Federal Trade Com- 
mission, the Department of Justice 
and the Congress of the United 
States to tear apart the power of in- 
tegration which is the only thing that 
could ever cause such a condition.” 


WASHINGTON—Otis Ellis also 
said this week that the National Oil 
Jobbers Council may enter Standard 
Oil Co. (Indiana) “Detroit Case” in 
view of the latest Federal Trade 
Commission charge that company did 
not show “good faith” in lowering 
prices to meet competition. 

Mr. Ellis said “it is to be hoped 
that the company will battle this is- 
sue to a final determination. The 
ultimate results are of special signif- 
icance to jobbers. It is my intention 
to discuss with the (NOJC) executive 
committee what position or steps, if 
any, I should take with reference to 


“this matter.” 
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Defense Orders for the Oil Industry 


(Issued April 8-14, inclusive.) 

This description of oil defense orders pro- 
vides a weekly summary of government regu- 
lations that may affect NPN readers. We will 
appreciate our readers letting us know when 
they think that we have omitted a regulation. 

Complete copies of the official text of these 
orders can be obtained from Platt’s OIL-Law- 
RAM Reports, 1213 West Third St., Cleveland 
13, Ohio, a publication which reproduces and 
mails out the orders on oil upon issuance. 
Minimum charge for single copies, $1.00, 
postage paid. One year’s service, $100. Less 
than one year’s service, pro rata plus $5.00 
for handling. 

CODE: NPA-—Nationa!l Production Authority; 
ESA—Economic Stabilization Agency; PAD— 


Petroleum Administration for Defense; ODM— 
Office of Defense Mobilization; DPA—Defense 
Production Administration; DTA — Defense 
Transport Administration; WSB—Wage Stabil- 
ization Board; OPS—Office of Price Stabiliza- 
tion. 


List of Orders 


Stabilization Board 

GSO 6, Amdt. 2, salary adjustments. 
OPS—Office of Price Stabilization 

CPR 53, Amdt. 2, lead scrap. 

Del. 62, retail ceilings for petroleum prod- 
ucts. 
WSB—Wage Stabilization Board 

Resolution No, 87 (Corrected), SSB gives 
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jurisdiction of certain employes to WSB. 
NPA—National Production Authority 

CMP Reg. 1, Dir. 10 and Dir, 10A, restric- 
tions on steel shipments. 

CMP Reg. 1 and 3, amended, priority rat- 
ings for defense orders. 


What Orders Do 
Salary Stabilization Board 


SALARIES, FOREMEN AND SUPERVI- 
SORS—Admt. 2 to GSO 6 allows employers 
to use more discretion in distribution of salary 
increases to foremen and supervisors. 


Office of Price Stabilization 


BATTERY LEAD SCRAP—Amdt. 2 to CPR 
53 allows the federal government to determine, 
for purposes of computing payment, weight of 
battery lead scrap at the point of shipment, 
rather than at buyer's receiving point, as is 
custom between private parties. 

PETROLEUM PRODUCTS CEILING PRICES 
—Delegation of Authority 62, effective Apr, 12, 
transfers to the OPS field offices the full an- 
thority to handle pricing problems under CPR 
13, petroleum products retail sales regulation. 


Wage Stabilization Board 


JURISDICTION OF SALARIES BY WSB— 
Resolution No. 87 outlines procedures and cri- 
teria for processing requests that the Wage 
Board astume jurisdiction over employes with- 
in the jurisdiction of the SSB. 


National Production Authority 


STEEL EMBARGO—Dir. 10 to CMP Reg. 
1, effective April 7, shut off the flow of steel 
to exporters and to manufacturers of consumer 
durable goods until regulation is revoked or 
amended. Dir. 10A to CMP Reg. 1, effective 
April 8, stated that until further notice, the 
provisions of Dir. 10 do not apply to ship- 
ments of stee] (in the forms and shapes in- 
dicated in Sched. I of CMP Reg. 1) by con- 
trolled materials producers, nor to acceptance 
of deliveries from such producers. 

PRIORITIES FOR DEFENSE ORDERS— 
CMP Regs. 1 and 3, amended, effective March 
31, enable military producers to extend defense 
order priority ratings to fill orders for com- 
ponents and replace inventory materials used 
to make the products required. 


Most of U. S. Is Colder 
Than Normal in March 


CLEVELAND—East Coast, South- 
east and West Coast-Rocky Mt. 
areas registered colder than either 
1951 or normal for the month of 
March. 

The Midwest area was colder than 
normal but warmer than 1951. 


Degree Day Totals for March 
East Coast 1952 1951 Normal 
Bostont ..... bene 6 ee 797 841 
ow Bt Sr 766 721 771 
Philadelphia ....... 715 667 685 
Washingtont ..... . 667 597 624 
Average ......... T61 696 730 
Midwest 
Cifeagot .......... 17 915 872 
Cleveland .......... 857 832 906 
Detroit? ........... 945 878 927 
Minneapolist ....... 1199 1353 1082 
ee eee 972 1055 810 
a eee 670 741 607 
Average ......... 927 962 867 
Southeast 
Birminghamt ...... 388 326 346 
Charleston ......... 215 232 239 
Nashvillet ......... 514 483 467 
BEE fal dX0 otk Kee 468 436 436 
Average ......... 396 369 372 
West Coast—Rocky Mt. 
San Francisco ..... 420 330 302 
Seattle ............ 589 686 595 
DEG Sowbadceders 962 898 853 


Average ......... 657 638 583 
Degree days are on 65 deg. F. basis. 


t Readings at airport office. Readings in 
other cities taken at downtown (city) offices. 
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Oil Fights to Minimize Flood Damage 
At Terminals Along Missouri River 


OMAHA, Nebr.—Rampaging flood 
waters of Missouri River disrupted 
shipments of petroleum products in 
eastern Nebraska and western Iowa 
April 15 and threatened to engulf 
several terminals and bulk plants 
when crest is reached April 16 or 17. 


As precautionary measure, loading 
of transports at the Great Lakes Pipe 
Line Co. terminal was discontinued 
on the evening of April 11. Electric 
motors and other small pieces of 
equipment were removed to higher 
ground, electric conduits and storage 
tanks were sealed, and all tanks 
filed to minimum depth of 22’ to 
keep them stabilized. Great Lakes 
Was not pumping north of Omaha 
on line extending to Sioux City, 
Iowa, Sioux Falls, S. Dak. and Fargo 
and Grand Forks, N. Dak. 


Emergency loading dock was erect- 
ed at Irvington, Nebr., station of Na- 
tional Co-operative Refining Assn. 
Pipe Line, four miles west of Omaha 
outside flood area. Various companies 
are drawing products from NCRA 
line, which runs northward from Mc- 
Pherson, Kans. to Omaha and hooks 
into Great Lakes at Irvington. 


Companies in Nebraska also were 
making emergency transport hauls 
from sites in Kansas while transport 
hauls from Des Moines terminal of 
Great Lakes were stepped up in Iowa. 


Other Plants Threatenmed—tIn addi- 
tion to the Great Lakes terminal, 
bulk plants of Texaco, Sinclair, Phil- 
lips and Socony-Vacuum in Omaha 
and Skelly and Indiana Standard in 
Council Bluffs, across the river, were 
threatened. At each of these plants, 
motors, merchandise and movable 
equipment were evacuated, tanks 
were filled and sealed and dikes were 
strengthened. 


Plants were protected by dikes but 
river at 26’ is four feet above previ- 
ous high level and is expected to 
crest at 31.5’. Whether dikes would 
hold under such conditions was prob- 
lematical. 


Even if plants are inundated, how- 
ever, damage was expected to be rel- 
atively light since companies have 
had plenty of advance warning to 
evacuate. 


Terminals and bulk plants in Sioux 
City area escaped with very little 
damage. Cities Service bulk plant 
was under water two days but is back 
in operation. 

Flood waters threatened bulk plant 
of Inter-State Oil Co., independent 
jobbing firm headed by Fred Rizk at 
Sioux City, but Mr. Rizk assembled 
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emergency crew of 20 men—friends, 
relatives and employes—which quick- 
ly threw up three to four foot dike 
around property. Dirt and gravel to 
form dike was moved by bulldozer 
from nearby vacant lot. 


Great Lakes was employing pre- 
cautionary measures at its Decatur, 
Nebr., pumping station midway be- 


tween Omaha and Sioux City. Sand- 
bag dike was erected around pump 
house, Diesel prime mover was ele- 
vated foot and a half off floor and 
water pumping was installed to re- 





move flood waters if they entered 
building. 
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February Station Permits Jump 100% over Last Year 


WASHINGTON — Dollar value of 
service station construction permits 
authorized for February of this year 
was $2,703,000—up 100.5% over the 
total of $1,348,000 for February, 1951. 
The number of permits increased 
to 220 from 141, 

One reason for the big percentage 
jump was that February permits last 
year were depressed by the start of 
tight materials restrictions. 


Bureau of Labor Statistics figures 
also show that the value of February, 
1952, permits was 10.3% greater than 
the $2,450,000 valuation for January 
of this year, when 198 permits were 
issued. This increase preceded the 
hike from two to five tons in the 
amount of steel that may be self- 
authorized in station building (made 
by National Production Authority 
March 6). 


These figures are estimates by the 


bureau based on checks with local 
city and town officials. They include 
construction within urban places, 
which the bureau defines as covering 
all incorporated places of 2,500 popu- 
lation or more in 1940, plus a few 
unincorporated civil divisions. Figures 
are from places having about 85% of 
the U. S. urban population. 

They do not represent the volume 
of building actually started during 
each month, because no adjustment 
has been made for lapsed building 
permits, nor for the lag between is- 
suance of a permit and the actual 
start of construction. 


Ohio Gets Products Pipe Line 


PHILADELPHIA—Sun Pipe Line 
Co. (Pennsylvania) will build a 110- 
mile eight-inch products pipe line in- 
terconnecting existing lines in north- 
ern Ohio. Running between Fostoria, 


near Toledo, and Hudson, near Akron, 
the line will have a 17,000-b/d initial 
capacity. Bids for the $3,000,000 
project will be asked June 1, with 
completion scheduled for Sept. 30. 
PAD has approved allotment of pipe 
for the line, Sun said. 

The line will provide the last link 
in Sun Oil Co.’s products system, ty- 
ing together its Marcus Hook and 
Toledo refineries. Products have 
been pumped westward to Cleveland 
from Marcus Hook heretofore, and 
when the line is finished, it is expect- 
ed the Toledo refinery will supply 
both Cleveland and Youngstown- 
Akron area. 


Net Earnings of 20 Majors 
Up 20.5% Over ‘50 


CLEVELAND—Combined 1951 net 
earnings after taxes of 20 major oil 
companies were 20.5% higher than 
1950 net earnings of the same com- 
panies, a tabulation by NPN shows. 


Station Construction Permits Authorized for February 
(Valuations shown are in thousands of dollars.) 


Among individual companies, Con- 
tinental was the only one to report a 
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Delaware .......... 1 t 3 34 t 15 = Union Oil .. 26,384,772 16,256,975 +62.3 
Washington, a t 2 t t 27 t a eae se Hee plied 
a eh aR 6 10 2 98 114 9 + 20.2 
aa... eS r 4 > 4 a - Totals ...1,982,510,299 1,644,890,192 + 20.5 
Maryland Pitaik barre é 2 5 1 18 73 10 5 
orth Carolina ...... 9 12 7 105 151 63 +s j 
South Carolina |... 9 9 1 156 64 ‘2 Jobber Pays Dividends 
WRENUM  dulivascaucss. 9 7 2 118 67 23 * ¥" 
West Virginia... ... 1 ‘ t 2 t + To Fuel Oil Customers 
East South Central ... 6 3 5 46 26 10 P 
Alabama .......... t 1 3 t 2 5 Lewis Coal and Oil Co., Port Wash- 
Kentucky ..... abs 3 t t 30 t t ington, Long Island, N. Y., has sent 
Mississippi ........ t t t t + t ee th dividends” ti t 
Tennessee .......... 3 2 2 16 24 5 weather dividends” amounting to 
West South Central 40 27 19 479 372 176 $17,200 to 500 of its budget plan fuel 
Arkansas ‘ : 1 120 T 6 oil customers. 
isiana 1 5 138 27 79 . 
Oklahoma 1 2 4 5 25 22 According to President Harvey W. 
Texas .... 23 od 9 216 320 69 Lewis, the dividends represent sur- 
eee ee ™ . . = see #9 plus amounts paid by customers who 
Colorado ...... t 2 + t 50 t purchased fuel oil on the company’s 
en the <P os : a : on = 4, ‘budget plan. Because of the mild 
Pj ANGE SS t 1 t t 7 t weather, the payments were in ex- 
ad Mexico ; : 4 = mn: . cess of the cost of the fuel oil sup- 
SIE SOM RTS t ry t + + + plied. them. 
OUND. sc enenetans es anes 24 32 22 153 325 98 On the budget plan, the fuel oil 
See 3 " 7 % = a so customers pay for fuel oil over a 10 
Washington ...... 2 1 3 20 10 31 month period. Annual consumption 
2 Siateestenee for each customer is estimated, and ; 
+ None reported fuel oil deliveries are automatic. 
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EDITORIALLY SPEAKING 





To Be Free, Oil Must Stand and Fight 


The oil companies are to be highly commended, not 
only by the industry but by the entire country, for firm- 
ly standing their ground so that the rules and procedure 
under which the companies will negotiate the highly in- 
flationary wage demands of the oil unions shall not be 
loaded against the industry and the public, but shall 
be fair to all. 


The oil companies that refused to appear for an al- 
leged “hearing” before a Wage Stabilization Board panel 
at St. Louis last week acted well within their legal end 
moral rights. Just because the bullying CIO union lead- 
ers, riding high on their having taken President Truman 
into camp—body, soul and breeches—undertake to dic- 
tate procedure contrary to all rules of fair practice and 
contrary to the law of the land, is no reason why oil 
or any other industry must sit and take it. 


If the industry recedes from its historical method of 
labor negotiations, unit by unit and area by area, and 
submits to a blanket hearing and order from Washing- 
ton, it will have contributed to the establishing of the 
dictatorship at Washington that Truman and his labor 
union bosses, and Roosevelt before him, have long sought 
to establish. 


Oil has had sufficient experience with “Mother Hub- 
bard” indictments and mass trials to know full well the 
ruin they bring to a democratic form of government. To 
have all the wage and working-condition claims of the 
oil unions tossed into one “hearing” for determination 
of the rights of the many in one “decision”, is to estab- 
lish the labor and political dictatorship at Washington 
that those opposed to true democracy have been fight- 
ing for these last twenty years. 


As was shown at St. Louis when the oil companies 
refused to appear, they will be damned by these pro- 
ponents of totalitarianism as being “arrogant” and ac- 
cused of “defying the government”, their accusers will 
shout long and loud and deliberately ignore the truth. It 
will be a dirty and hard fight, for those who are fight- 
ing for total power over the American people will 
stop at literally nothing to grab that power, especially 
when they think it is about in their grasp as they well 
may believe right now since the president of the United 
States pilloried the steel industry with downright faise- 
hoods the other week. 


The fight will have to be fought vigorously if the 
American people are to maintain even some of the 
liberties that are now left to them. Reports from the 
steel industry‘are that it will use much advertising to 
tell its story against the falsehoods of Truman, his ad- 
ministration and Murray’s CIO. The forthright talk of 
President Crandall of Inland Steel the evening following 
Truman’s lying blast, is said to be a fair indication of 
how bluntly the steel men will speak. 


There has been a lot of mealy-mouth gush spoken by 
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big businessmen about the “respect” they should main- 
tain in replying to attacks by the President and govern- 
ment officials. These business leaders have followed the 
policy that it is “beneath their dignity” for them to 
get rough with public officials and label them for what 
they are, just plain every day liars when they are liars. 
When an official, such as the President so far forgets 
himself as to lie about citizens, as Truman did about the 
steel men; when he stacks courts and commissions and 
departments against citizens as he did with the Wage 
Stabilization Board, and when he otherwise abuses the 
great powers of his office, he has thereby shown him- 
self unfit for that office and just retaliation by the 
citizens is in order. 

Had American big businessmen hauled off and pum- 
meled public officials from the start of unfair and ly- 
ing attacks on business—we do not mean fair and lawful 
attacks—these businessmen would have found that the 
officials would have left them alone, because getting a 
bad reputation with the voters is one thing these office 
holders do not want. Of course, an alert and courageous 
and fair-minded Congress would impeach such an official 
forthwith but this country has not been blessed with 
such a Congress at least for a score of years. Also fair 
and uncontrolled judges, different from those biased ones 
Roosevelt bragged he appointed, would give relief to un- 
justly aggrieved citizens and not hold, as a federal judge 
did last week, that the President is above the discipline 
and jurisdiction of the courts—in short that “the king 
can do no wrong.” 


The oil industry, as well as the steel industry and 
others, is undoubtedly facing a long period of strikes 
and other direct attacks. Much if not all of what will be 
said will probably be false, unfair and venemous. It 
will take a new type of thinking and doing in these 
big companies to protect them against the ill results 
of these attacks. They will have to fight back with a 
right good will, the while telling the public more about 
themselves: how they are owned by good, every-day 
American citizens; the kind of a job they are doing for 
those citizens and the country in general, and who is 
responsible for the profits—the scientists, investors and 
management. Too much of today’s “public relations” 
advertising is way aside from the target, being a lot of 
words around such grand ideas that the average man 
cannot tell what it is all about. 


The brunt of the fight in the oil industry will have 
to be borne by the major oil companies, as it will be 
their plants that will be struck, and their customers 
and stockholders gouged. The Independents will back 
up the majors providing the majors make a good fight 
in the first place, and produce fully and frankly and 
promptly the evidence necessary for their defense, and 
providing the majors do a better job than they have 
done in including the Independents in their own public 
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relations advertising. That is, company advertising and 
API industry advertising. 


Every one, large and small, will be affected by this 
union fight for inflation—and that is what it is even 
though it gives the unions a seeming momentary vic- 
tory of more wages, 


Let the Millions of Real Owners 
Fight in All the Courts for THEIR Money 


It is absolutely necessary for the safety of this coun- 
try as a true democracy, for this fight to be made and 
to be won, because we are having repeated indications 
that the Truman administration may, if not even prob- 
ably, well undertake to “grant the wage increases” out 
of company money; that is, reach into company treas- 
uries and earnings and pay out the hard cash to meet 
the union demands, without the consent of the owners of 
that money. 


This, if not challenged, means that the individual oc- 
cupying the office of president of the U.S. can, for what- 
ever reasons he sees fit or for no reasons at all, de- 
clare an “emergency,” seize whatever business he chooses 
and then use the funds of those private enterprises to 
do with as he sees fit; to pay more wages, to hire more 
people, to buy such equipment and facilities and at such 
prices as he sees fit and then hand back what is left, 
if he will, and refuse to indemnify the owners. 


This seems preposterous in this country, but it is ex- 
actly what the administration indicates it may do, though 
Steel Administrator Sawyer “assuringly” says he will not 
do it “now.” It is also what the all-powerful CIO union, 
whom Truman recognizes as his master of ceremonies, is 
loudly demanding. 

There is, of course, no law for such theft of industry 
funds any more than there is a law for seizure of in- 
dustry, at least in a labor dispute. But we have all 
seen a woeful stretching of the “law” in favor of our 
totalitarian leaders; a stretching by the law agencies, 
by the courts and even by Congress and state legisla- 
tures. We also have heard the argument high up in 
government that when the administration seizes an in- 
dustry the “government” should keep the “profits,” but 
nothing, of course about the government funding any 
deficit when the bad decisions of the government result 
in operating losses. 


But no matter how preposterous this expenditure of 
the money of a “seized” business may sound, steel, and 
next oil and other American industry, should count on it 
not only as a possibility but even as a probability. 

However, those who indulge in this communistic talk, 
evidently overlook that any such seizure and a pro- 
posed expenditure of money of a business will permit 
every stockholder in every corporation concerned to go 
into the courts and demand restraining orders against 
this theft of his money. It will also permit every stock- 
holder and even every depositor in every bank concerned 
with the paying out of money of these seized corpora- 
tions, to do the same. It also will permit every officer 
of company and bank involved to refuse to draw such 
pay checks. This last will put it up to the government 
to go into thousands of courts probably, for court orders 
against each. individual employed by the “seized” com- 
panies whose funds are about to be dissipated by the 
payment of “unlawful” wage increases ordered by the 
government. 


The result will be such a chaos and uproar that the 
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dictators will probably give up, though the chances are 
that to save their faces, they will put up a fight. 

Here is where an aggressive and forthright industry 
and company public relations campaign will back up the 
rights of the citizens, for the more they know and believe 
in the justice of the cause of the companies the more they 
will fight. Also, the better the public understands all this 
the more likely are the lawyers and after them the 
courts, to find ways of getting suits into courts and 
proper orders out of them. 

All of this will start with the “seized” companies re- 
fusing to have their treasurers pay out money for more 
wages not authorized by the company; the treasurers 
will make up the pay checks for the old amounts as 
usual. 

The government and the unions can go to the courts 
for orders but court orders will be for paying out of 
money that once paid out will never come back, so who 
will give the vast bond to protect the rightful owners 
as may be decided months or years later? 

Some New Deal judges probably will undertake to get 
rough and even send a treasurer or his people to jail, 
but let the company then go to the public with the full 
story. The judge may cite it for contempt—but keep 
on fighting before the public, which will show how ar- 
bitrary the judge 1s. 

The treasurer, and his employes, are also under the 
orders of the board of directors of the company, so let 
it add their numbers to the supporters of the treasurer 
so that the judge will have to jail, if he would, the 
whole board. 

If the government, the union and the judge still per- 
sist, let the stockholders have a special meeting and in- 
struct their agents—the board and treasurer—as to what 
to do with THE STOCKHOLDERS’ money. 

If the government undertakes to install in the com- 
pany ITS OWN TREASURER, and check signers, will 
the banks holding the company’s money recognize those 
signatures when the safety of the money has been en- 
trusted to the bank for the benefit of the money’s LAW- 
FUL owners? 

Knowing how careful banks are, they can hardly be 
expected to take a chance on risking their own OWN- 
ERS’ money, and their other depositors’ money, on any 
such obvious illegal adventure as this. 

What would you do if you thought your bank was 
going to pull down its liquid funds by recognizing an 
illegal payroll check for enough millions to swamp it 
at the moment? It is your deposit that the bank would 
use. Are you going to sit idle while YOUR money is 
thus dissipated? Certainly not if you can find a lawyer 
who knows his way to the court house, and certainly 
in this broad land of ours its citizens should be able to 
find enough lawyers who will find enough courts who will 
find enough sheriffs to serve suits on all the banks and 
companies involved. 

Maybe some lawyers will say this is not “good law.” 
But, “good law” or not, it should be easily possible for 
the owners of all this money that may be illegally and 
wrongfully and unfairly paid to these labor unions, as 
per the seeming present plan of the Truman administra- 
tion, to raise such an uproar that the steal—and that is 
what it would be—of the stockholders’ money is stopped. 

Somewhere in this land of ours there must be some, 
courts with courageous judges interested in seeing that 
justice is done, and the millions of stockholders of the 
steel industry and the more than a million of stockholders 
of the oil industry should be able to discover them and 
prevail on them to protect their money against Truman 
administration confiscation. 
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Suppliers Breed Jobber Discontent 
By Withholding Costs of Marketing 


By Leonard Castle, Midwest Editor 


It is becoming 
increasingly ob- 
vious that most 
supplying com- 

panies, if not all, will extend a polite 
rejection to the request of the Na- 
tional Oil Jobbers Council that they 
make public a breakdown of the prof- 
it and loss figures of their marketing 
departments and the use made of 
their 27.5% depletion allowance. 

Indications are that most suppliers 
will adopt pretty much the same 
attitude as the company which com- 
mented last week that jobber cost 
figures released at Savannah last 
month by NOJC are “irrelevant” to 
the question of jobber margins and 
that it does not “‘see how large com- 
panies can come out with figures” 
of a similar nature. (See NPN, April 
9, p. 27). If, perchance, some inte- 
grated companies decide on a more 
co-operative policy it will come as a 
welcome change of attitude to most 
jobbers. 

Members of the national council 
had anticipated, of course, that most 
companies would decline to release 
their marketing figures but decided to 
issue the request anyway because “in 
asking for the information we put 
the burden of refusal on them.” 

Before the supplying companies 
definitely and finally commit them- 
selves to this policy, however, they 
would do well to study the thoughts 
voiced last week by H. H. Hahn, sec- 
retary of the Nebraska Petroleum 
Marketers, Inc., at a meeting of the 
Nebraska Oil Industry Information 
Committee in Omaha. Mr. Hahn has 
been active in OIIC since its inception 
and therefore cannot be accused of 
trying to use OIIC as a “bargaining 
agency” to obtain greater benefits for 
jobbers. Also, the Nebraska associa- 
tion is one of the more conservative 
of the state groups, as evidenced by 
the fact that on several occasions it 
has taken a firm stand in opposition 
to divorcement. For these reasons, 
Mr. Hahn’s remarks gain added sig- 
nificance. 

+ * a 

The basic idea behind Mr. Hahn’s 
remarks was that all segments of 
the petroleum industry should co-op- 
erate in working out equitable solu- 
tions to their problems because gov- 
ernment encroachments into private 
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industry usually are the result of dis- 
putes within the industry. 

“Whenever any industry admits 
publicly its failure to keep its house 
in order, some agency of government 
will take over the job,” he added. 
“And, once government gets its ‘nose 
under the tent,’ the owner will be 
crowded out.” 

Mr. Hahn propounded the question 
of whether jobbers are satisfied that 
present returns are commensurate 
with capital invested or the risks in- 
volved in their part of the industry 
and then answered with the declara- 
tion: 

“How can we expect people, with 
their life savings and future prospects 
invested in this community, to become 
enthusiastic in support of a system 
which is depreciating the one and 
jeopardizing the other?” 

Mr. Hahn charged that some ele- 
ments of the oil industry must have 
subsidies in order to survive and 
then asked: 

“How do you apply the payment of 


subsidies to ‘free’ enterprise? Where 
do subsidies fit into the working of 
the law of supply and demand? Can 
open competition exist in the face 
of secret rebates, ie., subsidies? Re- 
gardless of who is to blame, it is not 
a situation in which the industry can 
take pride.” 


Turning to a discussion of the ever 
recurrent demands for divorcement, 
Mr. Hahn said it may be assumed 
that the people voicing them do not 
like or want government interference, 
but have felt impelled to do some- 
thing to obtain relief from conditions 
which threaten their livelihood, con- 
ditions which they did not create and 
which they cannot correct, without 
government assistance. 

“It follows that if enough people 
appeal to government, their pleas will 
find ready ears—and appropriate ac- 
tion. Some agency of government will 
be most eager to ‘take over’ and rele- 
gate private owners or management 
to subordinate roles, or eliminate 
them entirely,” Hr. Hahn said. 


“From the long view, it seems fool- 
ish to invoke political aid in private 
quarrels. To a big corporation, five 
years or 10 is a short period. But to 
many men in the oil industry, the 
question of how they will eat next 
week or next month is much more 
pressing than speculation as to the 
state of the industry in 1962. 
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Jobber Associations Should Rely 
On Committees to Solve Problems 


By Raymond E. Bjorkback, Eastern Editor 


As the season 
for meetings of 
Independent mar- 
keters’ associa- 
tions opens, members of those groups 
again have, largely for the taking, an 
opportunity too often lightly regard- 
ed in this kind of activity in the 
East. 
This is the opportunity for forward. 
looking service on association com- 
mittees, committee work which gives 
real meaning and value to associa- 
tion membership by sincerely explor- 
ing problems and issues and pushing 
them off dead center, even if it takes 
a little time. 

General sessions of the average dis- 
tributor-jobber association meeting 
must, of necessity, be general-in their 
approach to questions and issues of 
the day. Too many matters-in-inter- 


est are represented by those present, 
and there is too little time which can 
be devoted to any individual matter, 
for thorough-going analysis and han- 
dling of the average subject of any 
consequence. Only in the committee 
of men with special qualifications for 
dealing with a subject can truly con- 
structive spadework be done and 
worthy recommendations made. 

There is, in fact, a multitude of 
subjects which are of substantial con- 
cern to the average trade associa- 
tion member, and on which he can 
rightfully expect help, or a practical, 
sound perspective from his associa- 
tion—if he’ll do his part. 

Length of the list of these subjects 
is emphasized every time distributor- 
jobber groups get together. Always 
there is talk of margins, of course. 

The 1951-52 heating season just 


‘s 
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*Faster Loading 
and Unloading 


*Longer Life 


Your Butler Safety Transport 
pays off with faster delivery, 
faster loading and unloading. A 
minimum of bends in piping 
lines gives you faster flow. 
Sump is adequately sized. Hose 
reels and meters are conven- 


Vital points throughout your 
Butler Safety Transport that get 
greatest wear and stress are re- 
inforced to assure you of longer 
life for your unit. For example, 
bulkheads over the Fifth Wheel 
Assembly, drop section, axle as- 


delivery semi-trailer built by Butler 
for Keller and Wolfel, St. Marys, Penn. 


Corporation, Baltimore, Maryland. 
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5,250 gallon capacity 

twin-tank transport built by Butler 
for Albright Oil Company, 
Albright, W. Va. 


Butler Transports are designed to haul 
maximum payload capacity, yet comply 
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closed had eastern independent mar- 
keters vocal about fuel oil contract 
terms—they felt the terms were un- 
duly restrictive as to quantities and 
delivery schedules. 


This is territory in which it is gen- 
erally estimated that 80 to 85% of 
all the heating oil sold is handled by 
Independents. This, coupled with 
talk of a “middle of the barrel econ- 
omy,” has heightened attention to 
such questions as adequacy of stor- 
age facilities, the equitable division 
of responsibility regarding such fa- 
cilities among suppliers and distribu- 
tors, and the quality of burner serv- 
ice available to the consumer. 


Many of these questions and prob- 
lems are more aggravated than need 
be simply because they haven’t been 
faced in forthright manner. Some 
will always be with the industry, but 
some can be eliminated. 


In any event, much can be accom- 
plished by constructive, informed 
committee work in distributor-jobber 
associations. It will cost the indi- 
vidual some time, and effort. But 
he can reasonably expect, we think, 
to get out of it actually somewhat 
more than he puts into it. 








PACIFIC COAST 


The manpower 
problem has a 
different cast in 
southern Cali- 
fornia now. It used to be that men 
were just plain scarce. Now men 
are available for service station va- 
cancies, but often they are not desir- 
able. 


A downtown Los Angeles station 
with a normal crew of 13 men has 
five openings; but turnover prevents 
the manager from filling them. Re- 
cently he hired a likely chap who was 
broke, fed and clothed him and was 
pleased to see him do a good job. 


Two weeks later the man failed to 
show up. Two days later he turned 
up to quit, not to work. When asked 
why he wasn’t returning to the job, 


Plenty of Station Men Are Available 
But Many of Them Are Undesirables 


By Frank Breese, Pacific Coast Editor 


he replied, “I’ve got too many pills 
left.” 

“What kind of pills?”, the man- 
ager asked. 

“Yellow-jackets.” 

He was on a diet of muscatel and 
nembutal ( a hypnotic drug). 

Generally speaking, the men may 
be undesirable for any of four prin- 
cipal reasons: alcoholism, dishonesty, 
irresponsibility or laziness. 

* * * 


A year ago Gordon Wilson intro- 
duced a service that combined good 
promotion with good public relations. 
A huge sign proclaimed: “Your gas- 
oline purchase is free if we do not 
wipe off your car.” 


But the other day, Mr. Wilson dis- 
continued this service at his Mobilgas 
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To oil men everywhere, the name Bennett 
is synonymous with rugged, dependable, 
lasting quality. 


A tradition gained from 84 years of experi- 
ence in building fine equipment lies behind 
the craftsmanship and know-how built into 
this famous family of Bennett Products. 


In the critical period ahead, make yours 
the best — Benneff. 


MODEL 200 UNIVERSAL BARREL PUMP 
measures approximately 1 pint per stroke. 
MODEL 506 BARREL PUMP 
qvart stroke pump with self-closing return 
drain, 
MODEL 1008G SKID TANK PUMP 
for fast transfer of gasoline, kerosene and 
fuel oil, Measures approximately 10 gallons 
per minute. 
MODEL 1000 GALLON STROKE PEDESTAL PUMP 
dispenses kerosene from underground tanks. 
MODEL 656 HIGHBOY 
60 gallon quart oil dispenser with self-clos- 
ing return drain. 
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station in downtown Los Angeles. Ex- 
planation: the station took a beat- 
ing on it. 

Many drivers bought five gallons 
of gasoline just to have their cars 
dusted. Dust cloths cost 35c each, 
so the margin on five gal. of gaso- 
line didn’t pay for the dust cloth. 
Another problem was that short 
men were unable to reach the top of 
the car, So some cars drove off half- 
dusted. 

The situation was aggravated by 
manpower shortage. Consequently, 
some customers were impatient to be 
waited on while an attendant was 
wiping another car. 

Mr. Wilson’s remedy is to wipe off 
cars on request now. 

* + * 

When The Texas Co. celebrated its 
50th birthday last week, the Los An- 
geles gathering of 480 old-timers 
went back to early California petro- 
leum history. 

Many of the old-timers belonged to 
pre-Texaco companies, including a 
number in key positions. Torrey 
Webb, resident vice president, for ex- 
ample, was with the old California 
Petroleum Co. which was taken over 
by The Texas Co. in the late 20’s. 
Mr. Webb received a 30-year award. 
- - * 

Richfield is cashing in on its an- 
nual spring wildflower promotion and 
has a bumper promotion this season. 
Because of the very wet winter, 
the wildflower displays in the West 
are more magnificent this year than 
they have been for many a season. 
These displays attract a lot of mo- 
torists. 

Richfield publishes a _ wildflower 
booklet in color which enables mo- 
torists to identify them. With the 
heavy flow of traffic to wildflower 
areas, there has been a big demand 
for the booklets. Richfield also gives 
away wildflower seeds to those who 
want to raise them. 

In the past 10 years, the company 
has distributed more than 10,000,- 
000 booklets and 6,000,000 seed pack- 
ets to individuals, church and civic 
organizations. 

* * * 

Aromatic petroleum oils are being 
pushed as the industry’s answer to 
the problem of weed control, especial- 
ly in orchards, on vegetable farms, 
along irrigation ditches and railroad 
rights of way. Weeds have been 
controlled through burning, plowing 
under and use of expensive chem- 
icals. 

Now the petroleum marketers are 
making a bid for the business. 
They’re doing 1t through weed spray 
manufacturers and distributors. 

* * » 

A minority group of Independent 
multi-pump operators is interested 
in joining with “major company ele- 
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ments” to promote fair-margin-of- 
profit legislation, according to Dan 
Lundberg, executive secretary of the 
Serve Yourself and Multiple-Pump 
Assn. 

Mr. Lundberg didn’t comment on 
the proposed legislation. “The only 
basis for saving many ‘volume- 
builders’ from their own mistakes 
would be some legislation,” remarked 
Mr. Lundberg. 

“Those of us—members and non- 
members—who fail to be realistic 
about price structures—we'’re our 
own worst enemies,” he said. 


FREE BOOK tells how to 


do this and scores of other 
painting jobs. 


Esso Ads Push Premium ‘Gas’ 


NEW YORK — Esso Standard 
launched an advertising campaign 
April 15, for premium “Esso Extra” 
gasoline in about 800 daily and week- 
ly newspapers with more than 20,- 
000,000 circulation throughout 18 
eastern and southern states where 
company markets. Theme of the cam- 
paign is that as a result of Esso Ex- 
tra’s all-around combination of quali- 
ties, nine out of 10 cars will run bet- 
ter on it, all year around, than on 
any other gasoline. 


How to Brighten industrial equipment 


with just one coat 






31 PAGES OF USEFUL INFORMATION 


New free book tells how to get 
better paint results at lower cost 
. . « how to buy and apply the 
right aluminum paints. 

Alcoa does not make paint. We 
have prepared this book so you 
can know about the many new 
improvements in aluminum paints; 
can buy the correct paints without 
lengthy specifications 
and tests; can apply 
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ALUMINUM COMPANY OF AMERICA 

Paint Service Bureau, 1789D Gulf Bidg. 

Pittsburgh 19, Pa. 

Please send me a free copy of: “Painting with Aluminum”. 


Name (Please print)_ 


them best for lasting protection 
and good appearance. 

This book gives worth-while 
maintenance painting tips, includes 
coverage tables, tells what alumi- 
num paints to use inside and out, 
on wood, metal, masonry and heat- 
ed surfaces. 

For your free copy, attach the 
coupon to your letterhead and 
mail today. 
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Synthetics Still Won't Draw Private Capital — Ebasco 


WASHINGTON—Bureau of Mines 
released April 14, a 158-page report 
from Ebasco Services, Inc., New 
York, which generally supports the 
bureau’s own figures on costs in- 
volved in the construction and opera- 
tion of making synthetic liquid fuels 
through coal hydrogenation process 

Both Ebasco and the bureau differ 
sharply on most points from National 
Petroleum Council’s synthetics study 
group. 

Although supporting most of the 
bureau’s data, Ebasco came to the 
conclusion that it would not be feas- 
ible to finance a synthetic plant “with 
private capital under conditions pre- 
vailing at Jan, 1, 1951.” 

Production costs of total synthetic 
fuels and chemicals at hypothetiéal 
30,000 b/d plant at Rock Springs, 
Wyo., .were found by Ebasco to be 
11.4c a gal., compared with bureau's 
finding of 10.2c and NPC determina- 
tion of 18.4c. 

Here are how other Ebasco findings 
stack up against bureau and NPC: 

Capital investment required—Ebas- 
co $403,827,000, bureau $414,440,000, 
NPC $532,900,000. 

Housing investment—-Ebasco none, 


bureau $5,000,000, NPC $67,000,000. 

Power plant cost—Ebasco $51,400,- 
000, bureau $55,500,000, NPC $79,- 
000,000. 

As to the controversial housing 
factor, Ebasco, in differing with both 
the bureau and NPC, ruled that ad- 
ditional accommodations needed could 
be financed locally “without burden 
to the capital requirements of the 
plant,” with an estimated $250,000 
deemed “adequate” to cover such out- 
of-pocket expenses as salaries for ad- 
ministrative personnel handling plan- 
ning operations. ‘ 

Going into the financial] program, 
Ebasco declared that 60% debt ar- 
rangement as proposed by the bureau 
would be difficult to carry out and 
that capitalization of 50% debt and 
50% equity would be “more realis- 
tic.” 

Ebasco said the return on equity 
capital would range from 3.59% to 
4.26% at Rock Springs, compared 
with bureau’s figure of 6.98% based 
on 60% debt ratio. 

The report added that “this range 
of indicated return on equity is so 
low as to make the private financing 
of the projects impossible ... and, 


in view of the fact that the equity 
investor in these projects would get 
no return at all during the construc- 
tion period of from three to four 
years, we think that, in order to at- 
tract equity investment, the indicat- 
ed return would have to be from 14% 
to 16%.” 

In order to produce such returns 
at Rock Springs, Ebasco said, net in- 
come (before tax) would have to be 
increased by about $31,500,000 to 
$50,000,000. 

Synthetics Needed Now — Mean- 
while, Interior Secretary Chapman 
declared last week that the “time 
is now at hand when we must 
begin to move into the commercial 
production of . . . synthetic fuels.” 

In his 1951 annual report released 
April 9, Mr. Chapman also said that 
tests of “known areas of Wyoming” 
may boost the estimate of shale oil 
reserves to one trillion bbls. 

“It is not possible to increase oil 
refining capacity over night, and by 
the same token it takes time to build 
synthetic liquid fuel plants,” he add- 
ed. “It is now highly desirable that 
commercial synthetic fuel plants be 
started to bridge the gap between 
industry and the research and de- 
monstration plant work already done 
by the Bureau of Mines.” 
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Ample supplies of refined products in most marketing 
districts of the nation were reported during the past 
week. Prices generally were unchanged. Labor dif- 
ficulties in the steel industry helped push heavy fuel 
quotations in the Chicago District into lower ground. 
A sharp decline in spot rates for tanker voyages from 
the Gulf to the Eastern Seaboard was a principal mar- 
keting development. Voyages to New York from the 
Gulf were scheduled as low as $4.28 per ton (USMC 
plus 50%), which compared with fixtures earlier in the 
month at $8.27 (USMC plus 190%). In the NWI-New 
York trade, a foreign flag dirty T2 was fixed for two May 
voyages at $3.65 per ton (USMC plus 35%)—new low 
rate in current down trend. This rate is $4.45 per ton 
under last winter’s high in this trade of $8.10 (USMC 
plus 200% ). 

Lower tanker rates will serve to speed movement of 
supplies from the Gulf and at same time fill up the 
distribution system on the East Coast, trade sources said. 
Supplies continued plentiful throughout the Midwest. 
In Chicago, the labor crisis in the steel industry tended 
to pile up inventories of heavy fuel oils. Quotations of 
Chicago refiners and water terminal operators ranged 
upward from 7.35c for No. 5 fuel and 6.35c for No. 6, 
both off 0.1c per gal. 

Elsewhere in the Midwest, prices were reported un- 
changed, although “discounts” still were obtainable for 
prompt shipments. Consensus of trade sources was that 
neither fuel oils nor gasoline were moving north “in any 
quantity at any price.” Sales of several tank cars of 
No. 1 fuel at 8c, Group 3, and No. 6 fuel at $1.20 per 
bbl., were disclosed by an Oklahoma reseller, these prices 
indicating “discounts” (off published prices) of 0.5c per 
gal. and 20c per bbl., respectively. 

At the Gulf, lower tanker rates tended to pep up trad- 
ing activity. Several tankship loads of gasoline re- 
portedly were purchased for spot lifting, and movement 
of heavy fuel to the Bast Coast also was accelerated. 
While the decline in tanker rates was so rapid that 
no immediate effects on East Coast suppliers were ap- 
parent, bids for spot barge lots fell off considerably at 
New York Harbor. Offerings of light fuel oils still were 
in small quantities, however. New York traders said 
that “only a few” barge lots of No. 2 fuel were avail- 
able, and then generally at 9.4c or 9.5c per gal. Most 
harbor suppliers quoted 9c to regular barge customers. 
Farther south, Atlantic Refining Co. reported an in- 
crease of 0.3c to 14c (ex 7c state and federal taxes) in its 
tank wagon prices for regular-grade gasoline at Phila- 
delphia and Wilmington, Del., effective April 10. The 
company issued the following statement. 

“Effective April 10, Atlantic Refining Co. is increas- 
ing its dealer tank wagon price for Atlantic White Flash 
(regular) throughout Philadelphia and Delaware coun- 
ties, and in portions of Bucks, Montgomery and Chester 
counties, in Penna., plus Wilmington, Del., to 14c per gal., 
exclusive of all taxes.” 
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Most Areas Have Ample Supplies of Products 


The free availability of crude oil in most districts of 
the Mid-Continent and the Southwest was unchanged. 
Esso-Standard Oil Co. posted a schedule of prices for 
crude oil purchased in three new Centra] Mississippi 
fields, effective April 3. The fields are Church Hill, 
Overton, and South White Apple, with prices ranging 
from $2.23 per bbl. for below 20 gravity oil up to $2.65 
for 40 gravity and above. These prices are 5c per bbl. 
lower than Esso posts for other Central Mississippi fields. 

In Canada, Imperial Oil Limited announced an increase 
of 2c to $2.40 per bbl. in the price it will pay for crude 
oil purchases in the Excelsior Field of Alberta, affective 
April 1. 

The price and supply status of most specialty products 
was unchanged, according to trade reports. In the Mid- 
Continent, solvent bright stock was available in limited 
quantities independently of neutral oils, in contrast to 
required neutral takings of a few weeks previously. 


The sale of 34,300 bbls. of South Texas pale oils for May 
lifting in bulk to a continental] European buyer was re- 
ported. Quantities of various grades and “approximate” 
prices in cents per gal., FOB Gulf or Atlantic Coast ship- 
ping point, seller’s option, follow (transaction was con- 
summated on a kilo basis): 8,400 bbls. 100 vis. at 11.5c; 
9,100 bbls. 200 vis. at 12.5c; and 16,800 bbls. 500 vis, at 
14c. Also included in transaction were 39,200 bbis. of 
motor oils, prices for which were not disclosed. 

Continued scarcity of cylinder oils and bright stocks 
was reported in the Western Penna. district. Scale wax 
manufactured from Penna.-Grade crude still was freely 
available at 4.25c, tank cars, the field, and some refiners 
said this price was being “undersold” on export offerings 
of the same product at New York. 

Thanks to the postponement of the steel strike, lique- 
fied petroleum gas markets in the Mid-Continent con- 
tinued “only fairly sloppy,” (see page 56). 


ATLANTIC COAST 
Tanker Rate Dips Signal Easier Supplies 


The principal marketing development in East Coast 
termina] districts the past week was the sharp decline 
in spot rates for ocean transportation from the Gulf. 
In general, lower freight rates for tankers pointed to 
easier supplies on the seaboard, trade sources said. Prices 
reported at refineries and terminals were unchanged, and 
trading was quiet. 

Most refined products continued closely held in all 
terminal districts, and heating oils generally were still 
not available to “new” buyers except at “premium” prices. 

Prices generally were firm, and trade sources pointed 
out that ocean rates for spot voyages would have to fall 
below USMC flat rate ($2.85 per ton from the Gulf) be- 
fore buyers would find it more attractive to purchase 
gasoline and light fuel oils at the Gulf rather than in 
seaboard termina] districts. The last paid rates for 
tanker voyages to New York at NPN press time were at 
$4.28 (USMC plus 50%) from the Gulf, down from $8.27 
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Summary of Daily Gasoline Prices (April 8 through April 14) 








Monday Thursday Wednesday Tuesday 
Motor Gasoline 93 Oct. R (Premium): April 14 April it April 10 April 9 April 8 
N, Tex. (Texas & New Mex. shpt.) . 13.2-13.25 13.2-13.25 13.2-13.25 13.2-13.25 13.2-13.25 
W. Tex, (Texas & New Mex. anpt.} ° 12.5 12.5 12.5 12.5 12.5 
E. Tex. (Truck Tnsp.) S06 ces tecsee 12 12 12 12 
Cent. W, Tex. (Truck Tnsp.) éoeee eee cade cao esse veae eee 
Motor Gasoline 90 Oct. R (Premium): 
N, Tex. (Texas & New Mex. shpt.) .. 12.75(2) 12.75(2) 12.75(2) 12.75(2) 12. 75(3) 
W. Tex. (Texas & New Mex. shpt.) .. 12.5-12.75 12.5-12.75 12.5- 12.5-12.75 12.5-12.75 
E, Tex. (Truck Tnsp.) KeBeceseces 11.75-12.75 11.75-12.75 11.75-12.75 i. ‘o-is. 75 a. ‘te-ia. 75 
Cent. W. Tex. (Truck. ‘Tnsp.) 2. ecece e ooh o0ee 
Moter Gasoline 88 Oct. KR (Premium): 
Okla., Group 3 (Okla. samt.) esse -125-11.7 125-11.75 11.125-11.75 11,125-11.75 125-11.75 
Okla.; Group 3 (Northern sept!) x (3) 11.75 (3)11-11.75 (3)11-11.75 (3yitar 75 
Midwestern (Group 3 basis) ......... . mi- “11.75 (2)11-11.75 (2)11-11.75 (2)11-11.75 
N, Tex. (Texas & New Mex. shpt.) .. x11.625-12.75 iy 12.75 11.75-12.75 11.75-12.75 11.75-12.75 
W. Tex. (Texas =. New Mex. shpt.) .. (2) 13 (2) ae) 13%) 
E. Tex, (Truck Tsp.) ....sseeeceess 11.75-12 1176-12 11.75-12 11.75-12 11.75-12 
Cent. W. Tex. (Truck Tnsp.) ........ 12 12 12 
Metor Gasoline 86 Oct. R (Premium): 
 F Tex. (Texas & New Mex. shpt.) .. x11. _ 11.75-12 11.75-12 i. a8 11.75-12 
. Tex, (Texas & New Mex. anpt.) 0 1242 12(2) 12(2) 12(2) 12(2) 
sf Tex. (Truck Tnsp.) ........ eeose 11. An. 75 11.5-11.75 11.5-11.75 11.5-11.75 11.5-11.75 
Motor Gasoline 84 Oct. R (Regular): 
N, Tex, (Texas & New Mex. shpt.) .. 10.75-11.7 10.75-11.7 10.75-11.7 10.75-11.7 10.75-11.7 
Ww. Tex. (Texas 5 1 Mex. shpt.) .. 10.75-11.25 10.75-11.25 10.75-11.25 10.75-11.25 10.75-11.25 
Tex. (Truck Tusp.) ...cccssoscees 10.75-11.25 10.75-11.25 10.75-11.25 10.75-11.25 10.75-11.25 
Gent. W. Tex. (freak Taps cose $453 ese “ee aso 
Moter Gasoline 82 Oct. R (Regular): 
Okla., Gooue 3 (Okla. > secccecs | 125-10.625 10.125-10.625 10.125-10.625 10.125-10.625 10.125-10.625 
Okla., Group 3 (Norther pt.) +» (4)10-10.5(2) (3)10-10.5(2) (3)10-10.5(2) (3) 10-10. 5(2) (3)10-10.5(2) 
Midwestern (Group 3 basis) ......... (3)10-10.5 (3)10-10.5 (3)10-10.5 (3)10-10.5 (3)10-10.5 
N, Tex. (Texas & New Mex. shpt.) .. x10.625-10.75 10.75(2) 10.75(2) 10.75(2) 10.75(2) 
. Tex. (Texas & New Mex. shpt.) .. 0.75-11 10.75-11 10.75-11 10.75-11 10.75-11 
* Tex. CRIMS BWSR.) « ccccecccsscse 0.5-11 10.5-11 0.5-11 10.5-11 10.5-11 
Cent, W. Tex. (Truck Tnsp.) ........ 10.75 75 10.75 0.75 10.75 


Motor Gasoline 80 Oct. R (Regular): 
Okla., Group 3 (Okla. shpt. pt) 
Okla.: Group 3 cee pt.) 
Midwestern (Group 3 basis) oe 

. Tex. (Texas & New Mex. ‘shpt.) oe 
W. Tex. (Texas & New Mex. shpt.) .. 


Motor Gasoline 60 Oct, M & below: 














x10.625-11 
10.75-11(2) 


16:75-11 
10.75-11(2) 


10.75-11 
10.75-11(2) 


10.75-11 
10.75-11(2) 


10.75-11 
10.75-11(2) 


Okla., Group 3 (Okla. shpt.) ......... x9.25-9.875 9.375-9.875 9.375-9.875 9.375-9.875 9.375-9.8 
Okla.’ Group 3 (Northern, pt.) .. «9-9.75(2 9.125-9.75(2) igs e 75(2) 9.125-9.75(2) 9.125-9.7 
Midwestern (Group 3 basis) . ee 9.375-9.75 .375-9.75 aan 9. ay 75 9. et 
N, Tex. (Texas & New Mex. ‘shpt. «+ (€2)9.75-10.5 (2)9.75-10.8 (29:3 (2)9.75-10.8 (2)9.7. 
W, Tex, (Texas ax New Mex. shpt } ee 10.375-10.5(3) 10.375-10.5(3) 2% 870-10, “woe = 870-10, ».5(3) 30. 876-10. 5(3) 
E. Tex. (Truck Ensp.) 664 seee . 9.875-10.5 875-10. .875- 9.875-10.5 
Cent. W. Tex. (Truck Tnsp.) . . 10-10.5 10.5 fod. . 10. is Solo. 5 
Motor Gasoline 92 Oct. KR pie ae $ 
BASPDOF 2 ncccccccccccccsccs -85-15 13.85-15 13.85-15 13.85-15 13.85-15 
harbor, barges.........+.. 13.75-14.9 13.75-14.9 13.75-14.9 13.75-14.9 13.75-14.9 
0000 cesedsccceeccocccocese 18. 15-15.2 15.15-15.2 15.15-15.2 15.15-15.2 15.15-15.2 
$84 conc eeeses veces 15.05 15.05 15.05 15.05 15.05 
obs ceceeeceeecscooeseooe 12.9-15(2) 12.9-15(2) 12.9-15(2) 12.9-15(2) 12.9-15(2) 
12.8 12.8 12.8 12.8 12.8 
13.85-14.35 13.85-14.35 13.85-14.35 13.85-14.35 13.85-14.35 
13.75-14.25 13.75-14.25 13.75-14.25 13.75-14.25 13.75-14.25 
15.15 15.15 15.15 15.15 15.15 
15.05 05 15.05 15.05 15.05 
12.9-13.25 12.9-13.25 12.9-13.25 12.9-13.25 12.9-13.25 
12.8-13 8-13 12.8-13 12.8-13 12.8-13 
(3)12.85-13.6 (3)12.85-13.6 (3)12.85-13.6 (8) 12.85-13.6 (3)12.85-13.6 
(2)12-13.4 (2)12-13.4 (2)12-13.4 (2)12-13.4 (2)12-13.4 
13.7-13. 13.7-13.9 13.7-13.9 7-13. 3.7-13.9 
13.7-13. 13.7-13.8 13.7-13.8 13.7-13.8 13.7-13.8 
11.9-13.5 11.9-13.5 11.9-13.5 11.9-13.5 11.9-13.5 
1.8-12 11.8-12 11.8-12 11.8-12 11,8-12 
13.75-14 13.75-14 13.75-14 13.75-14 13.75-14 
12.75(2) 12.75(2 12.75(2) 12.75(2) 12.7512) 
90 Oct. R (Prem.) ....c.eceerceveces 13.75-13.9 13.75-13.9 13.75-13.9 13.75-13.9 13.75-13.9 
86 Oct. R (Regular) ......-+e0e+++++ 12.75-12.9(2) 12.75-12.9(2) 12.75-12.9(2) 12.75-12.9(2) 12.75-12.9(2) 
Western Penna., See 
90 Oct. R (Prem.) ......-seeeeeeeess 13.9(2) 13.9(2) 13.9(2) 13.9(2) 13.9(2) 
86 Oct, R (Reguidr; 900 coccetecesese 12.9(2) 12.9(2) 12.9(2) 12.9(2) 12.9(2) 


rch octane ratings, indicated by the letter ‘‘R’’, are minimum ratings. Motor method octane ratings, where used, are indicated by 


NOTE: Resea 
the letter ‘‘M’’. 





(USMC plus 190%) earlier in the month. As it was, 
small offerings of No. 2 fuel were reported at 9.4c at 
New York Harbor, which compared with bids at 9.5c the 
previous week. 

Heavy fuel supplies were easier, although offerings at 
points other than Philadelphia generally were restricted 
to regular customers. Tanker rates figured largely in 
the more abundant residual supply position of some mar- 
keters, it was said. At USMC plus 50%, which for 
bunker fuel is approximately 66c per bbl. from the Gulf, 
some terminal operators found for the first time in al- 
most a year that they could move up material from 
“down below” at less than the Gulf-New York “differ- 
ential” (70c). 


In fact, had the steel strike not been averted, heavy 
fuel might easily have been plentiful at New York and 
Philadelphia. One trade source estimated that about 
5,000,000 bbls. of No. 6 fuel each year are shipped by 
truck and trailer from Philadelphia and the Newark- 
Perth Amboy, N. J., areas to steel and related industries 
in and around Bethlehem, Pa. Light residual fuel, 0.10 p.t. 
No. 5 oil, still was hard to find at most points. 

Gasoline trading was reported quiet. An increase of 
0.3c in the tank wagon prices of a number of Phila- 
delphia marketers was said also to have made for firmer 
prices to tank car consumers in the district. Spot sales 
of barge quantities at New York Harbor and other points 
“were described as “very slow.” 
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GULF COAST 


Gasoline Supply Eases, Quality Improves 


An easier supply of gasoline, and improved quality of 
spot offerings, marked trading at the Gulf in the pre- 
Easter week. Bunker fuel also was more freely quoted 
than recently, although prices for cargo and part-cargo 
lots were said to be firm at $1.75, the low-quoted price 
for “C” grade. 

Trading was fairly active, according to reports. Lower 
tanker rates brought several major suppliers into the mar- 
ket for “supplementary” quantities of gasoline. Negotia- 
tions for CIF lots of bunker fuel for export also were 
in progress. In addition, a spokesman for Asiatic Petro- 
leum Corp. said that his company still was a buyer of 
distiliate oils and light residual for the account of coun- 
tries cut off from supplies in Iran. 

Several sales of gasoline were disclosed, although the 
prices were not confirmed. One part-cargo of 86 oct. 
regular-grade with low lead content. was said to have 
been sold at lic per gal., and a part-cargo of “92 plus” 
premium gasoline, also with low lead content, at 12c. 
News of this “quality” transaction caused some buyers 
to revise their ideas of what they were willing to pay for 
minimum 85 oct. regular-grade, with one large buyer 
reporting that he would bid no higher than 10.875c. Quo- 
tations reported by refiners for regular-grade gasoline 
testing at least 85 oct. ranged upward from 11c. 

One major refiner, whose quotation of lic in the re- 
cent past has applied for 85/86 oct. regular-grade, said 
that the product he was manufacturing was testing 87 
oct. (He added, however, that no shipments of this grade 
as yet have been made to the East Coast). Similarly, 
his octane rating for premium has been increased from 
92 minimum to 93 minimum, quoted at 12.25c. 

Other refiners also said that “upward pressure” on oc- 
tane ratings was apparent, some ascribing the develop- 
ment to the easing of lead supplies. Others, however, 
stated that easier supplies of gasoline generally were 
causing refiners to offer their best quality material for 
prompt sales. In general, trade sources said that most 
gasoline prices were “just holding” for the time being, 
although many anticipated stronger demand in the weeks 
ahead. On the other hand, prices for 70-72 oct. leaded 
gasoline, quoted upward from 10c, were said to be soft. 

Quotations reported by refiners for cargo lots were 
unchanged. 


CENTRAL MICHIGAN 


Distillate Fuel Oil Balance Improves 


Except for relatively small lots of range oil, most Cen- 
tral Michigan refiners last week said with heating sea- 
son drawing to a close, distillate fuels were in much bet- 
ter balance than they had expected early in March. 
Heavy fuels still were a “problem” to some refiners; 
others, however, said their supplies were low. A “normal” 
pre-season interest was shown in gasoline although no 
open market trading was disclosed. Refiners’ prices were 
unchanged. 

Interest in gasoline principally was for over-the-season 
commitments with tendency on part of buyers to stress 
octane rating. While refiners had product for immedfate 
shipment, they showed reluctance to commit themselves 
to new customers on season deals until regular outlets 
had more definitely established their spring and summer 
needs. Two refiners with large stocks of gasoline on hand 
both declared they were “not anxious to sell—not now, 
at least.” 

Range oil was available in open market, either on an 
inter-refinery basis or to the trade, but sellers withheld 
putting price tags on these offerings, preferring to wait 
for developments. In general refiners indicated they 
were working with odds and ends of other domestic grades 
in finishing out the heating season. 
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Explanations of Price Tables 


The reader‘s attention is directed to the fol- 
lowing explanations which apply to the Sum- 
mary of Daily Gasoline Prices appearing on page 
54 and the price tables appearing on pages 57-62 
of this issue. 

The letter “X” indicates a change in prices; if 
the change is on the low of the price range, the 
“X” is adjacent to the low; if the change is on 
the high of the price change, the “X”’ is adjacent 
to the high; a change from one flat price to @ 
higher or lower flat price, or elimination of the 
low of a price range, is indicated with an “X 
to the left of the new price; elimination of the 
high of a price range is indicated with an “X” 
to the right of new price. 

Parenthetical figures indicate number of com- 
panies quoting when two or more companies 
quoted the price shown. In the Gulf Coast Cargo 
table on p. 60 all prices reported are shown. 
In all other tables, only the lows and highs of 
the ranges of prices are shown; no attempt is 
made to show prices within the lows and the 
highs, and therefore no attempt is made to indi- 
cate the number of companies contacted for 
prices for each product, Nearly 200 primary sup- 
pliers (refiners and tanker termina] operators), 
plus an even larger number of other sources 
(jobbers, compounders, consumers, distributors, 
brokers, tank car marketers, etc.) are contacted 
for prices at regular intervals. 











CHICAGO DISTRICT 
Residuals Yield to ‘Outside’ Pressure 


For second time in two weeks Chicago District residual 
fuel prices yielded to pressure of Mid-Continent tank car 
offerings. Light fuels were easy in quiet trading. Gaso- 
line demand trend was upward. 

Nos. 5 and 6 high-sulfur fuels ranged 0.1lc lower on 
the lows with No. 5 quoted 7.35 to 7.75c and No. 6 from 
6.35 to 6.55c, FOB Chicago District. Movement of No. 6 
to steel mills, that ended abruptly late the week before 
because of strike threat, began again as work resumed 
under government seizure order. 

Nearly all trade sources said light fuels were weak, but 
no actual trading was disclosed at quotations below local 
refiner/river terminal operator prices. Most refiners held 
light fuels at spot prices equivalent to those quoted regu- 
lar accounts. 

Gasoline demand moved upward with approach of big 
consuming period and at same time, there was good move- 
ment of product to lake terminals. In some instances, re- 
finers said call for gasoline was ahead of April estimates. 
One Independent terminal operator was in market for 
50,000 to 75,000 bbls. of high octane regular-grade gaso- 
line. 


MIDWESTERN (Chicago-E. St. Louis Area) 


Light and Heavy Fuel Prices Decline 


Light and heavy fuels were quoted lower by Midwest 
refiners last week in wake of continued sharp discount- 
ing in open market on virtually all products. Neither re- 
finers’ new low quotations, nor tank car marketers’ “low 
cost” offerings stimulated demand. 

All grades of light fuel, kerosine through No, 2 fuel 
and including Diesel fuel, were 0.125c lower on range 
lows. Products with new lows were: 41-53 and 42-44 
kerosine, 8.75 to 9c; 58 di. Diesel fuel, 8.5 to 9c; No. 1 
fuel, 8.5 to 8.75c; and No. 2 fuel, 7.875 to 8.126c. 

Refiners’ quotations for No. 6 fuel went to flat price 
of $1.40, Group 3, down 5c on the high. Several trade 
sources said No. 6 was available in open market from 








OIL MARKETS 








NPN Gasoline Index 
Cents Per Gal. 


Dealer T.W. Tank Car 
April 4. tase +d weet 15.27 11.54 
Month Ago . DoavO a ee are't 15.26 11.54 
Year Ago ... ‘ 15.47 


bd wht ts vues 11.65 

Dealer index is an average of dealer tank wagon prices 
ex tax in 50 cities. 

Tank car index is weighted average of following wholesale 
markets for regular-grade gasoline, FOB refineries or ter- 
minals: Okla., Midwest, W. Penna., Calif., N. Y. Harbor, 
Philadelphia, Jacksonville, Boston and Gulf Coast. 











$1.15 for resale. General weakness in residual fuel ex- 
tended to No. 5 fuel with narrowing of usual] 30 to 45c 
differential to current price difference between two prod- 
ucts of only 20c, or $1.60, Group 3. 

Almost no open market interest was shown in gaso- 
line despite refiners’ reports that product was moving 
better. Refiners said, however, gasoline still was on de- 
murrage at some Great Lakes Pipe Line terminals. 


MID-CONTINENT 
Burning Oil Prices Drop 0.125c 


Burning oil prices were off 0.125c in Oklahoma the 
past week, both for northern and local shipment, follow- 
ing reductions reported by refiners, but open market 
activity throughout the Mid-Continent generally remained 
light. Trade sources said gasoline demand continued to 
show slight but steady improvement, while distillates and 
residual remained weak. 

Two refiners lowered their quotations for solvent neu- 
trals 1 to 2.5c, but lows of price ranges were unchanged. 
Lower viscosity solvent neutrals were freely available 
and prices could be “shaded” slightly, according to some 
reports; other reports described these oils as “very weak.” 

Solvent bright stock was available in limited quanti- 
ties independently of neutral oils in contrast to required 
neutral takings of few weeks ago, it was said. At same 
time, some refiners still were not offering bright stock 
to other than contract customers, and some “tie-in” of- 
ferings (with neutrals) continued. Prices for bright 
stock generally were firm, with steady’ demand for high 
viscosity neutrals indicating continued pinch on bright. 

Tank car gasoline business was picking up due to in- 
creased farm demand in northern areas and, in some 
cases, because of spot shortages at pipe line terminals, 
some trade sources said. Refiners faced with only 30 
days free time (before demurrage) are not putting as 
much gasoline in line as they normally do this time of 
year, it was said. 

One inquiry for low viscosity No. 6 fuel for shipment 
to Gulf Coast was in market late in week, but there was 
little demand from northern buyers. One reseller said 
he recently bought No. 2 fuel at 7.25c, Group 3 basis, 
while sale of two cars of No, 1 at 8c and several of No. 
6 at $1.20 were disclosed by another reseller, No. 1 fuel 
was available to resellers at 7.875c, and No. 6 at $1.15, 
for resale, according to reports. Quotations reported by 
Oklahoma refiners ranged upward from $1.40 for No. 6, 
and 8.5c for No. 1. 


Bright Stock Demand Continues Heavy 


Open market trading in lubricating oils continued at 
low ebb in Western -Penna. the second week in April, 
due maily to scarcity of heavy grades. Potential de- 
mand for bright stock and cylinder stocks remained large 
and more than sufficient to absorb any quantities that 
might appear on the market. There was some slowing 
in shipments of lubes and fuel oils to steel plants, but de- 
mand status of all products generally was reported un- 
changed. Price quotations were unchanged. 

Demand for motor oils, while not at the high level of 


a year ago, is such that many refiners are regular buyers 
of supplemental lots of base stocks to meet their motor oil 
commitments. European buyer was in the market for 
63,000 bbls. of bright stock for May shipment, While pre- 
ference was expressed for Pennsylvania material, trade 
sources said buyer probably would have to take a good 
portion of the requirement from the Mid-Continent. Ex- 
cept on an exchange basis—bright stock for 600 flash 
or 630 flash cylinder stock—little Pennsylvania bright 
will be available for some time, trade sources believed. 

Heavy neutral, 200 vis., also was fairly tight. Recent 
easing trend in the product has been reversed and reports 
the past week were that only limited quantities were 
available with prices firm. Light neutral, 150 vis., re- 
mained plentiful. 

Scale wax demand generally continued slow but there 
was some increase in inquiry and less resistance to cur- 
rent asking prices, according to some reports. Low quoted 
price for white crude scale was unchanged at 4.25c, the 
field, in tank cars. Some “price shading” was indicated 
on product with high oil and moisture content, but prices 
were being held on “better grades,” it was said. Prices 
for export, however, continued weak. One refiner, quot- 
ing 4.25c, the field, said he had been undersold at New 
York by “substantial margin” on several export offer- 
ings totaling “sizeable quantities.” 

Domestic demand for finished petrolatum was good 
but export calls still were slow. Sales of snow white 
at 7.75c and offerings of amber at 5.5c, both FAS New 
York, were disclosed. Quotations at refineries ranged 
from 7.375c to 8c for snow white, and 4.875c to 5.25c 
for amber. 


Fuel Oil Price Index Declines 

WASHINGTON — Bureau of Labor Statistics’ oil price 
index fell to 109.7 during week ended April 8 as result of 
drop of 0.5%, 0.4%, and 0.8%, respectively, in indexes for 
kerosine, distillate fuels and residual fuels. Complete in- 
dex, based on Platt’s Oilgram quotations, is shown below 
for weeks ended on dates indicated (1947-49 equals 100) : 


% Change 
April 8 April 1 April 10 April 1 to 

195 1952 1951 April 8, 1952 
Crude and products : 109.7 109.9 110.6 —0.2 
ME. ci vShd cba Saee hh © 109.0 109.0 cows 
Refined petroleum ........ 110.0 110.3 111.2 —0.3 
OD on a nb-ctweiceacenea 113.9 113.9 115.5 en 
NEUE “SB cseavekeccisyeive Maa 112.2 110.8 0.5 
Distillate fuels ......... 111.9 112.4 111.6 —0.4 
Residual fuels ...... ea 95.6 96.4 97.7 —0.8 
Lubricating oils ........ 101.8 101.8 102.4 : 
Natural gasoline .......... 79.5 79.5 79.5 


Steel Strike Threat End Helps LP-Gas 


NEW YORK—Liquefied petroleum gas market, thanks 
to end of steel strike threat, continued “only fairly 
sloppy” in Mid-Continent, according to reports April 9. 
Steel plants are large buyers of LP-gases. 

Contract prices of principal marketers, FOB Group 3, 
were reported unchanged—4c for propane, 4.5c for bu- 
tane-propane mix, and 5c for butane—although spot 
quantities were available as much as 1.5c below these 
quotations. However, had steel shut-down occurred as 
scheduled, these prices would be “high,” one marketer 
declared. 

For spot quantities, propane was reported available at 

, (Continued on p. 63) 





Crude Oil Prices 


Imperial Oil Ltd. increases price for crude 
oil purchased in Excelsior Field, Alberta, effec- 
tive April 1, 2c to $2.40 per bbl. (see p. 53). No 
other changes were reported in crude oil prices 
during week ended April 12. For complete crude 
whee schedules see p. 44-45 of March 26, 1952, 
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Prices at Refineries and Terminals and by Tank Wagon 


PRICES IN EFFECT APRIL 14 


Prices herewith are reproduced from Platt’s OILGRAM Daily Oi) guaranteed; for subscribers’ private use only and not for resale er 
Price Service, associated with National Petroleum News, whose rep- distribution or publication. During period of short supply, some sellers 
resentatives in all NPN-OILGRAM offices devote their time exclusively and at times all sellers, withhold quotations to new customers or the 
to reporting oil industry prices everywhere. posting of firm prices but give OJLGRAM the prices they otherwise 

would quote to the trade in general and which they confine to their 

Prices shown in tables are sales prices or quotations or general offers regular customers only, and such prices appear in the price tables 
or posted prices by refiners, by pipeline terminal operators, and by Octane ratings are ASTM; Research Method ratings, indicated by letter 
tanker terminal operators; for current sales and shipments; for the busi- R, are minimum ratings; Motor Method ratings are indicated by letter 
mess day or period stated; except Tank Wagon prices, prices are for M. For further details of price conditions apply to any NPN—OILGRAM 
bulk lots such as tank car, truck transport, barge; prices applying to office or see back of any OILGRAM Price Service invoice. 
barges or cargoes or truck transport lots only, so designated; FOB re- 
fineries or terminals; in cents per gal., except per bbl. where § sign is For complete price service delivered daily from nearest OILGRAM 
shown; wax and petrolatums in cents per pound; ex all fees and taxes; publishing office, New York, Cleveland and Houston, address Piatt's 
for crude ol] and its products lawfully produced and transported; re- Price Service, Inc., 1213 West 3rd 8t., Cleveland 13, Ohio. Annuai 
ported as received by OJLGRAM and National Petroleum News but not subscription rate in U. 8.: $150 per year, payable in advance 

GASOLINE CENT. W. TEX. (Truck Transpt.) OHIO—Quotations of 8.0. Ohio for delivery to 
4 =~ 4 — Se woevses sas Ohio points: 

OKLA., Group 3 kia, 4 9 t. TOM, «.sescees ee J 
83 Oct’ R Prem. ee pea 88 Oct. R Prem. ......... 12 nee ey 
90 Oct. R Prem. ......... sine 84 Oct. R Reg oe - 
88 Oct. R Prem. ......... 11,125-11.75 $2 Oct. R Reg. .......... 10.75 CALIFORNIA 
86 Oct. R Prem. es seee eee 80 Oct. R Reg. .......... ay Los Angeles dist.: 
86 Oct. R Reg. ......... yy 60 Oct. M & below ...... 10-10.5 90 Oct, R Prem, . 13.3-16.5 
= yy = aes. teseeeeees  10,125-10.625 ARK. (For shipment to Ark, & La.) 80 Oct. R Reg. ........ 12-14(2) 
60 Oct. M & Et ev erveces ‘ tees 88 Oct. R Prem. ........ 11.625 San Fran. dist.: 

. POW sors x9.25-9.875 86 Oct. R Prem. ........ sue 90 Oct, R Prem. ..... 16.25-17 
OKLA., Group 3 (Northern shpt.) 80 Get. BR Rem. ccccccese. 10.625 80 Oct. R Reg. ........ 14.25-14.5 
93 Oct. R Prem. ......... Sen 60 Oct. M & below ....... 9.5 


San J Valley dist.: 
90 Oct, R Prem. ........ mn Joaquin Valley 












: be KANSAS (For Kansas destinations only) 90 Oct. R Prem. .... 16.25-17 
a of (4)11-11.75 90 Oct. R Prem. ......... won 80 Oct. R Reg. ........  14.25-14.5 
! S2 Get, R Reg 2S."’  can0i05@) 56 Oot. Prem cissecs. “Tsao 
4 . . oreeen «cee 82 Oct. R Reg. .......+-- coos 
60 Oct. M & below .. 29-0. 75(2) 80 Oct. R Reg. ........+. 10.3-11.625 CATING 
MIBWESTERN (Group 3 taste) 60 Oct. M & below ....... 9.3-10.875 LUBRICATI OILS 
93 Oct. R Prem. ......... WESTERN PENNA. WESTERN PENNA. 
90 Oct. R Prem. ......... cose Bradford-Warren: Prices are for sales made, or offers reliably 
j 88 Oct. R Prem. weaees (2)11-11.75 90 Oct. R Prem. ......... 13. 75-14 reported, to jobbers & compounders only. 
84 Oct. R Reg. ........- pide 86 Oct. R Reg. ........-- 12.75(2) Viscous Neutrals—No. 3 col. Vis. at 70° F. 200 
OP Oat. R Mas, (6s. .050s- (3)10-10.5 Ou City: Vis. (180 at 100°) 420-425 f. 
: 80 Oct. R Reg. ......+.-- owen 90 Oct. R Prem 13.75-13.9 31.5 
CO Cot, SE SMM scons es: CHM 86 Oct. R Reg. .......... 12.75-12.9(2) 30.5 
N. TEX. (Texas & New Mex, shpt.) Pittsburgh: 29.5 
93 Oct, R Prem. ......... 13.2-13.25 7, ia 13.9() 2)28-$1 
90 Oct. R Prem........... 12.75(2) 6 Oct. Wee Seasi sac. 12.9(2) 
88 Oct, R Prem. . . «11.625-12.75 30.5 
86 Oct. R Prem. sSe% x11.625-12 CENTRAL MICHIGAN 29.5 
oh & Sra 10.75-11.7 (FOB Central refineries) se 28.5 
{ 82 Oct. R Reg. y x10.625—10.75 90 Oct. R Prem. ......... (2)13.75~14.25 th ieniviphwe-ve 6 (2)27-30 
} 80 Oct. R Reg. ........ «10.625-11 86 Oct, R Prem. ......... 13.25-13.75 Bright Stocks 
60 Oct. M & below ....... (2)9.75-10.8 84 Cot, BR Reg. .scccvces. 12.5-13.125 145-155 vis. at 210°, 540-550 8., No. 8 col 
i _f th ge eee 12.25(2) SD WED denecess'vheses vede 32.5 
W. TEX. (Texas & New Mex. shpt.) Str. run gasoline, excl. BB Db. acevrdecesoceseccees 31.5 
j 93 Oct. R Prem, ......... 1 Detroit shpt. ........... 10.5 Sh Wiis bch iaek o ayhocee.sé an (2)30-83 
it 90 Oct. R Prem a eam eee” a S ae 5 
5 88 Oct. R Prem ej wy on en 
i * o 4 _ Pl—™)0 UNITED REFINING COMPANY, WARREN, PENNSYLVANIA °C2=0 
82 Oct. R Reg. .......+-- 10.75-11 | 
80 Oct. R Reg. ....+-00+- en | 
60 Oct. M & below ....... 10.375-10:5(3) 
| B. TEX. (Truck Transpt.) CONFIDENCE THAT IS 
- Oct. R Prem, ......... a = 
Oct, R Prem. ......... 11. 5 
88 Oct. R Prem. ......... 11. 75-12 
3 3 3) See ia, 9 BUILT ON QUALITY 
F 84 Oct. R Reg. .......+.-- 10.75-11.25 | 
} = Oct. R Reg. ......05-- 10.5-11 e 
oS y ee Put your brand on a UNITED product with full 





| confidence that you are marketing the world’s 
| ° . oF a 
REPUBLIC OIL REFINING CO. | finest motor oil made from 100% Pure Pennsyl 
* vania Grade Crude. Quality forms the keystone of 
) am | 
| 
| 


EE 





| and R Petroleum the world-wide reputation UNITED lubricants 
j ffices: f ’ 
~eabnaaey Pa. Tones Po a can have no better sales appeal than this CONFI- 














DENCE built on QUALITY. 


CANS SHORT? 


REX 


100% PURE PENNSYLVANIA OIML 







MEMBER P. G. C.O. A. PERMIT No. 24 


have won during the past fifty years. Your brand 
0 ee ee ee ee ee ee =a 


BARREL PUMPS 








REFINING ' COMPANY 
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Bright Stock—Solvent 
150-160 vis. 0-10 p.p., 95 v.1. 


Neutral Otls—Solvent 
170-180 vis., 98 v.i. oe 
200-210 vis., 90-95 v.i. ... 
300 vis., 95 v.i. Geesbe 


33.5-34(2) 


(2)21-22x 
(2)22-23.5(2)x 
(2)24—24.5x 


Cylinder Stocks 
600 s.r., olive green 


SOUTH TEXAS LUBES 


(Vis. at 100° F, FOB 8. Tex., refineries for 
domestic and/or export shipment.) 


Vis. 

100 (2)12-12.5(4) 
2 (2)13-13.5(4) 

14(6) 

15(6) 

16(6) 
(2)17-17.5(3) 

(2)18-19(4) 


12-12.5(4) 
(2)13-13.5(4) 
14(6 


15(6) 

16(6) 
(2)17-17.5(4) 
(2) 18-1914) 





INDUSTRIAL 5 


FUEL OIL 


SPECIALISTS 


WATER 


PHOENIX OIL CORPORATION 


t 





Refinery & Terminal Prices (Continued) 


PRICES IN EFFECT APRIL 14 


KEROSINE, GAS & FUEL OILS 


OKLA., Group 3 (Okla. shpt.) 
41-43 w.w. 

42-44 ww. 

ee oil . 5 kab bel 
58 & above D. I, ’ Diesel eee 
No. 1 fuel wie ede a 

No. 2 fuel ‘ 7.875-8.5(3) 
No. 3 fuel Dehbal le nde. x7.875-8.125 
No, ; ease» (4)$1.40-1.55 


OKLA., Group 3 (Northern shpt.) 

41-43 w.w. (3)8.75-9.125 
42-44 w.w. we'd (4)8.75-9.5 
Range oil sorecneee 8.75-9.25 
58 & above D. I. ’ Diesel sod (2)8.5-9.25 
No, 1 fuel ‘ (4)8.5-9 
No, 2 fuel (4)7.875-8.5 
No. 3 fuel 7.75-8 
No, 6 fuel 


8.75-9.375 

8.75-9.5 

8.75-9.25 
8.5-9.25 
8.5-9.125 


.. (4)$1.40-1.55 


MIDWESTERN (Group 3 basis) 


41-43 w.w. (2)8.75-9 
42-44 w.w. (4)8.75-9 
Range oil os 90nd aséed 
58 & above D.I. Diesel ee 
Sek erry rere 
No, 2 fuel 
No. 6 fuel 


8.5-9(2) 
; (4)8.5-8.75 
. (4)7.875-8.125 
, $1.40(4) 


N. TEX. (Texas & New Mex. shpt.) 


41-43 w.w. (2)8.75-9.5(2) 
42-44 w.w. 9-9.25 

58 & above D.I. Diesel ... 8.25-9.25 
Bo. B TUG .nccccccccceces 8-8.375 
No. 6 fuel peeve . (2)$1.40-1.85 


W. TEX. (Texas & New Mex. shpt.) 
41-43 w.w. 

42-44 w.w. 

58 & above D.I. Diesel eee 
ee, 2 tal ....- ows 
No. 


75 
9.25-10.5 
9.5 
8.75-9.25(2) 
8.5-9.25 
$1.40-1.80 
9~-9.25(2) 
9(3) 
-25 
9.125 


for 
Tank Car 
Buyers 


UNIFORM 
HIGH QUALITY 


DEEP ROCK OIL CORPORATION 











New York 





Marketer of Petroleum Products 


NEW ENGLAND PETROLEUM CORPORATION 








KANSAS (For Kansas destinations only) 
42-44 w.w. .. . ‘ x9-10.5 
52 & below Diesel 9-9.625 
ad. Wh aeaeboptaa 99.875 
. 1 fuel . aha Siew ate x8.75-10.25 
scomabhaeehs x8.13-9.875 


* $1.90-2/40 
’ (2)$1.50-2.00(2) 
ARK. (For shipment te Ark, & La.) 


Diesel fuel 58 & above pe 
. 2 tu cee 


(3)11-11.3 
(2)10.5-10.75 
0.5-10.55 

10 


Ou City: 
DEED nce wt veciquecvies 11(3) 
» --» €2)10.5-10.75 
(2)10.25-10.5 
bs 10.25(2) 
10.25(2) 


10.75-11 
10.75 
10-10.375 


CENTRAL MICHIGAN 
(FOB Central Michigan refineries.) 


: vee 11.4-12(2 
(2)10.75-11.05(2) 
10.5-11(2) 


Diesel (uighi "& Mea. 


CALIFORNIA 

San Joaquin Valley: 

40-43 w.w. ° 

Heavy fuel (PS 400) ..... 


Stove dist. (PS 100) ..... 


San Francisco: 

40-43 W.wW. ...... eee 
Heavy fuel (PS 400) eecee ieee 
10.4-11.5 
11 9-13 


(2)12-12.5 
$1.75-2.00 
$2.15-2 20(4) 


8.26~11.4 
Stove dist. (PS 100) ...... 9-12.9 
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Refinery & Terminal Prices (Continued) 
PRICES IN EFFECT APRIL 14 


ATLANTIC & GULF COASTS 


Prices are of refiners, FOB their refineries & tanker terminals and of tanker terminal operators, 
B their terminals. Ships’ bunkers prices are exclusive of lighterage. 
92 Oct. BR 
Prem. 


13.85-15 
13.75-14.9 


CHICAGO DISTRICT PRICES 


Prices to jobbers & distributors in tank car 
— truck ‘transport lots FOB refineries, 
e@ terminals and 
terminals. inland waterway barge 0c R 
13 75-14.25 
15-14. ‘out 
14.2-15.2 12.7-13.7(2) 
12.9-13.25 11.9-13.5 10.3(10) 
12.8-13 wen 10.2(4) 
at saan 11.1 9.7 
nite! hale 11 
14.95-15.2(2) 13.7(7) 12.7-13.7 
13.3 12.3-12.475 12.3-12.45 
11.5 
11.25-11.5 
11.25-11.5 
12.3-12.6 


12.4 
13.5(2) 
11.25-11.3 
11.2-11.25 
11.9-12.6 
13.7 

13.6 


83 Oct. BR 
Reg. Gasoline 


eeee 


85 Oct. KR 
Reg. Gasoline 
(3)12.85-13.6 
(2)12-13.4 
(3)12.7-13.7(5) 

11.9-13.5 


Kerosine 

Neo, 1 Fuei 
(18) 10.1-10.2(2) 

10(19) 


10.4(9) 


Moter Gasoline 
90 Oct. R Prem. 


88 Oct. R Prem. 12.55~13.37; 
84 Oct. R Reg. 55-13.375 14.2-15.2(3) 


82 Oct. R Reg. (3)11.8-12.375 do ; =a 
decks: Sek Oe ape 
Range oil 10.8-11.25(2) J 
GD ac ctbdeks eéoh « x9.85-10.375x 
Heavy Fuel Olls 


. 5, low sulfur ...... 
. 5, high sulfur 
. 6, low sulfur ...... 
. 6, high sulfur 





10.3¢14) 
10.4(5) 


14.95-15.7 
13.3-14.475 
12.5-13.5 
12.25-13.3 
12.25-13.3 
13.6(4) 
13.4(3) 
15(3) 
12.6 


12.25-13.3 
(2)12-12.25 

13.3-13.6(2) 

13.6 

13.4 


7.55 
«(2)7.35-7.75 
x6.875-6.9(2)x 
= (2)6.35-6.45(2)x 


WAX 


WESTERN PENNA, (T.C., in Bulk) 
White Crude Scale: 


12.6 

12.9-14.6 

13.4 

15.15-15.2 
05 


barges. 15. 
13.6(3) 


Pt. Everglades 13.6 


122-124 A.m.p. 


124-126 A.m.p. 4.25-4.5(3) 


SEABOARD 


15.05-15.3(3) 
14.95-15.2(3) 
13.6(3) 
13.4(3) 


15. 05-15.3 
14.95-15.2 
13.342) 
13.3-13.4 


12.3-12.6(4) 
12.4(4) 


13.8 
13.7 
12,3-12.6 
12.3-12.4 


Meiting points are AMP, 3° er than 


EMP. Prices are for carload lots. Domestic 13.05-14.55(2) 13.05-13.2 12.065-12.55 12.05-12.55 10.5(7) 


.; fully refined, slabs leose. Export prices 
are FAS; scale in bags or bbis., fully refined 
in bags or cartons, 





Crude Scale 
124-126 white 


N. ¥. Domestic N. ¥. Export Diesel Oli 


Gas House 
Gas Oil 
6 


9.2-9 
9. 
9. 
9. 


t Diesel 
No.6 Fuel Shore Plants * Bunkers 
(15-60 p.t.) (50 cet., 56 di.) (45 cet., 45 4.1.) 
(12)$3.23-3.56 $2.87 (6)9.5-9.6(2) $3.90(5) 
(12)3.20-3.46 2.84 coos 


1 3.75 as 9.8(4) 
3 


6(2) 6(2) No. 6 Fuel 


No. 2 Fuel (0-10 p.t.) 
N. Y. Harb.(19)9.1-9.2 
7.45 
7.45(3) 
7.45(3) 9 
7.55(3) 8 
7.55(3) . ee 
7.55(3) 8-8.75 cones 
8 


7.40-8.15(3) 3.23(3) 2.87 9.6(5) 
3.2013) 2.84 as* 


sees 222 

2.19 eee 

3.2616) 9.7(5) 
sees 2.7842) 9.5/2) 
eoee +o (2)8.5-9 
235 eve ocee 
ee eee 17.46) 
10.402) 
9.5 
9.7(5) 
&.7-9.1(2) 
9.6(4) 


3.90(4) 


8.3(2) 
9.55 Houston .... ' 
do barges .(2)8-8.5 
Jacksonville . 10.1(8) 
Miami ...... 10.1 
Mobile 
New Haven . 
New Orleans. 
do bar 
Norfolk 


4.24215) 
4.242(3) 


9.5(2) ces eos 
9.3(10) eevee 3.365 eee 
8.5-8.7(3) eee eee coe 


3.18 2.82(2) 
3.10-8.25(3)  3.10(6) 
aay , e 5 sees eee 

Providence .. : 3. 3.24(2) 
Savannah ... 2.76(2) 


WESTERN PENNA. PAR «.--- . soee eee 
Ol City: 


Stoddard solvent . N. C. . ' iden an 


3.49(3) 
3.90(3) 
3.9015) 


(FOB Group 3) 

Stoddard solvent 

Cleaners naphtha ...... oes 
V.M.&P. naphtha . 
Mineral spirits ........... 
Rubber solvent 11.875(3) 
Lacquer diluent .......... (2) 12.125-12.625(2) 
Benzol diluent ...... osecne (2)13.125-13.625 


yes 
11.875(2) Pensacola .. 
11.875(4) Philadelphia . 
10.875(4) do 


ges. 8.7 
«++ -(5)9.2-9.4 
9.5 


4.24214) 
4.03 
3.94-4.07 


4.242(5) 
4.20(5) 


3.9013) 


Pittsburgh: 
Stoddard solvent 
No. 6 
No, 6 Fuel Max. 1 
Max. 1% 


No. 6 Fuel 

No Sulfur Sulfur 

Guarantee Sulfur Barges 

94 N.Y.Harb, .(13)$2.45-2.50 $2.55-2.63(2) $2.55-2.60(3) $2.45(11) 
bey Albany ... 80 peas eee 40 

solvent ......++. 14.8 eee - soe 260 


OH10—Quotations of 8.0. Ohio for delivery to 
Ohio points: 

V.M.&P. Naphtha ° 
Mineral spirits & stoddard solvent 
Rubber 


E, TEXAS (Truck Trnspt.) 
Stoddard solvent .......... 


11.25 eoes 


CENT. W. TEX. (Truck Truspt.) 
Stoddard solvent . 


Miami . 225 ate 
= "93 90 an 


KANSAS (For Kans. Dest’n, only) 
Stoddard solvent ....«.«--. 


11.8 


2.63(4) 


ATLANTIO COAST 
V.M.&aP. Mineral 
Naphtha Spirits 


2.65 


16(5) 
(4)15.5-16 
15.5(3) 


16.5(5) 
16.5(4) 
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Refinery & Terminal Prices (Continued) 


PRICES IN EFFECT APRIL 14 
GULF COAST—CARGOES, DOMESTIC & EXPORT, ALL PORTS 


Cargo prices are FOB ship at U. 8. Gulf, minimum of 20,000 bbis., and are by refiners only to 
ether refiners, export agents, or tanker terminal operators. ‘The figure in parentheses after each 
price indicates the number of companies quoting that price. 


Aviation Gasoline (MIL-F-5572) 
Grade 115/145 . 
Grade 100/130 . 
Grade 91/96 ...... 


Moter Gasoline 
92 Oct. R (Premium) . 
90 Oct. R (Premium) . 


17.75 
16-16.75 
15.75 


12-12 .25(2) 

11. oe 25 

11(3)-11.5 

10.75-11-11.25(2) 
1 


10-10. 25--10.75 


Kerosine & Lighs Fuels 
41-43 w.w. kerosine - 
8(6) 


Diesel & Gas Olls 
43-47 Diesel index 8-8 .125-8.25 
48-52 Diesel index 8.125-8 .25-8.375 
53-57 Diesel index ... 2.6... cece ceceeveeees -+-. 8.25-8.375-8.5 


Heavy Fuels—Cargees 

No. 5 Fuel, 0-10 pit. ....eeececccceceees ++» $2.35(2)-$2.50 

Bunker C Fuel . $1. 75(2)-81, 85(3)-$1.90 

Research octane ratings, indicated by the tter “RR”, are minimum ratings. Motor Method 
ectane ratings where used, are indicated by the letter “uM, 


MIDDLE EAST CRUDE PRICES 


Posted Export Prices of Socony-Vacuum Overseas Supply Co. for Sale in Cargo Lots. 

(Prices are per bbl. of 42 U. 8S. gals., exclusive of local port or other governmental charges, 
sales taxes, etc., if any; FOB point indicated, for gravities shown; 2c per bbi. differential per 
degree of gravity applies for gravities below and above those shown.) 
Type of Price API 
Crude Per bbi. FOB Point Gravity 
Arabian $1.75 Ras Tanura, Saudi Arabia 36-36.9 
Qatar Umm Said, Qatar 
Arabian Sidon, Lebanon April 1, 
Ltraq-Kirkuk Tripoli, Lebanon April 1, 
Iraq-Basrah Fao, Iraq y Dec. 24, 


Effective 
Date 


Nov. 1, 
Nov. 1, 


AVIATION GASOLINE PRICES 


(Prices are for tank cars, barge or truck transport lots; aviation gasolines meet specification 
MIL-F-5572, unless otherwise noted. ) 


Grade 91/96 
16.1-17.2 
7 


Grade 80 
15.6-16.2 
15. 
Baltimore, Md, . is. 
Norfolk, Va. . 

Charleston, GB G. oe. ooeee 
New Orleans, La. (Baton Rouge) Sseess 


17 
Houston, Tex. 16.5-17.25 


LAKE PORT TERMINALS 
Buffalo 


Cleveland 
16(2) 
14.5(3) 
11.8(5) 
11.3(3) 


10.8(4) 


10.35-10.95 
11.35-11.7 


8.4(4) 


PACIFIC COAST 
= Ships’ 


Bunkers, Diesel Fuel 
or Deep Tank Lots) (P.8. 200) 


(3)7.375-8 

gnebrbitarakbder (3)6.875-7.5 San Pedro, Calif. $3.44(5) 
Light Amber .... vis 25-5.5 Seomnaal oy ee . 
Amber Seattle, Wash. .. 


Fuel Bunker © Fuel 
(P.S. 400) 
$1.70(5) 
$1.75(4) 
$2.00(4) 


3.86(4) $2.00(4) 





NATURAL GASOLINE 


(Group 3 & Breckenridge prices are to blend- 
ers on freight basis shown below. Shipments 
may originate in any Mid-Continent manufac- 
turing district.) 
FOB GROUP 3 
Grade 26-70 ............. 


aragon 


EXPORT 
orunmine Oils 


BETTER 


5.5( Quotations) 


5( Quotations) 


MEXICAN BUNKER PRICES 


U. 8S. DOLLARS PER BBL, OF 159 LITERS 


Tampico 
Veracruz 
Minatitlan 


Pacific Coast 
Guaymas ....... $2.50 
Manzanillo ....... 2.50 
Salina Cruz ...... 2.50 


LPG PRICES 


(Of refiners, FOB refineries, in cents per gal., 
tank cars or transport trucks) 
Com- In- Com- Indus- 
mercial dustrial mercial trial 
District Propane Propane Butane Butane 
N. Y. Harbor 7-7.5 7-7.5 
Philadelphia .(2)7-7.5 (2)7-7.5 
Baltimore ove ow 
Hastings 
Toledo ... 





29 YEARS OF RELIABLE 
OIL PRICE REPORTING 


This, In just a few words, Is the story of 
Platt’s OILGRAM Price Service. 

Since 1923, it has been recognized 
throughout the industry as the foremost 
daily oil price reporting agency. It has 
constantly been top management's major 
source of oil price information, and with 
good reason. 

. OILGRAM hos the largest staff of 
oil price experts employed by any oi! 
price reporting agency. 

. + « OILGRAM is the most complete. 
most comprehensive price report available 
to the oil man. 

. « « OILGRAM has the complete con- 
fidence of its subscribers. More than 
ninety out of every one hundred oil men 
who once subscribe renew their subscrip 
tions year after year. 

If you are dependent upon daily oil prices 
in your marketing operation, you should 
be an OILGRAM Price Service subscriber. 
We invite you to accept a week's Trial 
Subscription with our compliments. There 
is no obligation on your part whatsoever. 
A letter of request on your compony 
letterhead is all that Is required. 

Write today to: 


Platt’s 
OILGRAM 


Price Service 
1213 W. 3rd St., Cleveland 13, Ohio 


HARTOL 


PETROLEUM CORPORATION 
INDEPENDENT MARKETER‘ 


Maine to South Carolina 
FIFTH AVENUE. NEW YORK 2 N 
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agon t 
Tank W Prices pny —- a a as nm a pes marneting | companies a 
i n both gasoline and  teevestne prices. 








Atlantic 
ite Flash 


No.1 No, 2 
Fue 


Dir. Cons. Fue 
T.W. T.W. Taxes T.W. T.W. 
Allentown, Pa.. 14.3 14.3 be 14.0 12.8 
Altoona vé0 TT e 13.15 
Erie . «e+ 15.7 13.15 
Greensburg _ +++ 15.6 13.15 
Harrisburg ... 14.3 12.8 
Philadelphia ..x14.0 12.2 
tsbur, coe SEAS 13.15 
14.3 12.8 
13.1 
13.1 
13.1 
12.5 


hk ok ol wl shal ea 

, 
Demwrrr ere 
wv 


Binghamton 
Buffalo 

Elmira 
Rochester 
Syracuse . 
Watertown .. 
Baltimore, Ma. 


Richmond, a. 14. 
Charlotte, mY C. 15. 


Sreaba bot 


ad sal ak ah 
Honore 
— 47 
tm bo bo bo be bo 
PUnawoa 


wn bb 
Yo FEC ARTDUnrta 


oe 


. 
so: 


S SSOSSSSSOSOSOOOMWUMNMNSSOS SOSSSOS5000: 
bi: 
ad 


SP SPAMRAMAMAASAASPSSPSASSaP@n ANANANANAN, 


Philadelphia, 
Notes: 


Kerosine—Thru Penna. & Del., add 2c per 
gal. for t.w. deliveries of less than 25 gals. 
at one time. Camden—Add ic for deliveries of 
100-299 gals., 2c for less than 100 gals. 

Mineral Spirits prices also apply to Stod- 
dard Solvent. 

«x Effective April 10. 


(N. B. Prices are Continental's 

tankwagon prices. Current selling 

prices may vary from those shown 

because of local conditions.) 
Conoco Demand 


N-tane (3rd Gaso- 
(regular) Grade) line sine 
Tank Wagon Taxes T.W. 


. . 


SeeESE 


Twin Falls, Ida.. 19 
Albuquer., 
Roswell 


. 


o . os . . . 
awwoKweucoors 
akwbwonanwnaaoarsa 


ees pb be es 
BRS: SRS: 5::; Feees 
00 00 20 «© G0 00 G0 =2 Go G0 G0 G0 Go GO Ge GO Ge 
ununouacsoooooooooo 


Oklahoma City .. 13. 5 
Tulsa ....6..-++ 13.5 


BEGRESSSERS 


Taxes: 

Gasoline tax column includes these city taxes 
Albuquerque & Roswell, 0.5c; Santa Fe, ic; 
Cheyenne, 1c; Casper, Ic. 

Discounts: 

Salt Lake City Twin Falls gasoline 
and kerosin ® prices apply for deliveries of leas 
than 200 gals.; 200-399 me, deduct 0.5c¢; 
400 gals. and over, deduct ic. 

Notes: 
T.W. prices are to consumers and dealers. 
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Inspection fees per gal., so 
unless otherwise 


as follows: 
Ala. 1/40c on gasclian; A ark 1/20c; Fila. ases; Ill, 3/100c; Ind. 


* * 
OH er AI ORDOCONAOCE 
Py 


stepsenpessese § 
SSESBEHEEEESS 
Dede wWowaaranwao 
APHID HO HHIIRMES 


. 


SOW yQaAwauUHNonon 


:: BEBE 


error t 1-7-1 
: PESEREERe 
+ WOWADeane 

~ 

ad ot 
+. Om: Ge + OR OO 


BESSESESSERSEE 


fit Be: 


gas tax applies to motor fue 
only; avgas taxes are 2c federal, 2.5¢ state. 

Salt Lake—7c gas tax applies to motor 
fuel only; avgas taxes are 2c federal, 4c 
state. 

Honolulu—8.5¢ gas tax applies to motor fuel 
only; avgas taxes are 2c federal, 4c terri- 
torial. Standard Diesel/furnace oi] price is 
ex ic territorial liquid fuels tax. All T.T. 
prices are ex Ha gross income tax of 
1% to resellers, 2.5% to consumers. 


Notes: 
Gasoline—For other deliveries of Chevron 
(Regular) and Chevron Aviation 80/87, add to 
400-gals.-and-over price 1.0c for 40-199 gals.; 
0.5¢ for 200-399 gals., except for deliveries to 
Marine trade in Alaska (excluding Chevron 
Aviation 80/87) where 0.5¢ differential applies 
to 40-399 gal. delivery; for less than 40 gals. 
Honolulu add 4.5¢ for 


to Shoreside trade. 

Chevron Aviation 80/87 at Salt Lake City ap- 
ply to all quantities in excess of 40 gals. 
Prices for Chevron Supreme (Premium) are 
2.0c gal, higher than Chevron (Regular) for 
quantity delivered, except at Salt Lake which 
is 1.5¢ gal. higher. ee oe de- 
liveries, add 4.5¢c gal. -and-over 
price, except at Hh — A add 5.0c gal, for 
less than 40 gals. (Marine) and less than 100 
gals. (Shoreside). Add to Chevron Aviation 
80/87 quantity delivered prices, 2.0c for 91/98, 
5.0¢ for 100/130, and 8.0c for 115/145. 

Kerosine—T.T. prices, except at Salt Lake 
City, apply to deliveries of = gals. For 
other deliveries: less than H 
200-399 gals., deduct 3c; Pr . & over, 
deduct 4c; tank car-truck trailer, deduct 5.5c. 
Salt Lake City posted tank truck price is for 
minimum 40 gal. deliveries. 

Standard Diesel/Furnace Of] & Standard 
Stove Oll—T.T. prices are for deliveries of 400 
gals. or more. For other deliveries: 40-199 
gals., add ic; eo gals., add 0.5¢c; less 
than 40 gals., 


pat 

sooe bee 
et | 
Soee EF 


T.W. prices are to ajl classes of 
consumers. 


2 


ealers 


E 


2006 ; 1/25; Neb. 2/1000; 
Si jase: 8. G, 1/80; 8. D. 


Regular Grade) 
( 
STANDARD Gasoline 


Atlantic City, N. J. 


Danville, Va. 
Petersburg eeececce 
Norfolk ........ 
Richmond 

Roanok: 


et et ee et 
SPSS KEK KKK SOS SSSSSAANN SPSS SEANAge 


ScoococoooooeeSooSeoSeooSeSooOCCSCOSoSCSoSS 


V.M.aP. 


18.5 


17. 
23. 2.5 


15. 
mA. 


19. 
18. 
16. 


0 
0 
7 
5 
0 
0 
2 
0 


3,600. r—* & over... 
Steel bbis. .......-.- 25. 


Ons—T.W. 
Ne.1 No.3 Ne.4 Ne. 6 

Atlantic City, wed 12. 
Newark, N. J. ... 13.1 1 $3. 754 $3.008 
Baltimore, ‘Md. -. 13-1 3.69 2.94 

D. C. = 3.85 2. 
Norfolk: VE. cece eeee o> 
DRED. KieuveLck-aees 
Petersburg ...... 
Richmond 


EGER A. occohs. akes 
Charlotte, N. C. . 


‘ BESESESESESEEL 


Taxes: Louisiana herostne prices 40 not t= 
clude lc state tax. 
Notes: 

Kerosine No. 1 — Atlantic City prices are 
for deliveries of 300 gals. or more; add ic for 
100-299 gals. 2c for less than 100 gals. 

No. 6—Washington price is for min. delivery 
of 1,050 gals.; for min, delivery of 2,500 gals. 
price is $2.83 per bbi. 


IMPERIAL 


(Prices are per imperial gal.; 
arrive at price per U. 8. 
subtract 1/6th.) 
Faso Gasoline 
(Regular Grade) 
Dealer Gasoline 
T.W. Taxes 
25.1° 14. 
21.6 15. 
13. 
13. 
13. 


11. 
11. 
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Tank Wagon Prices (Continued) 





SOCONY VACUUM 


Mobiigas Aircraft 

Grade Grade Grade Mobilgas (Regular Grade) 
Gasoline 80 91 100 ©66Cons. Dir. Cons. ° 
Taxes T.W. 7.W. T.W. T.C. T.C. T.W. T.W. 


eee eer: | es 
leks best! tnate: cee an 
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Manhb. 
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Providence, R. I. .. 
Burlington, Vt, .... 
Rutland 

Ww wese ° nies 
PEE SEED. Subd chee ee cccsctcasccoens 17 ” oe 
V.M.&P. Naphtha . pa ¥ ; 
Taxes 


; 20.5 18.5 21.5 
: N.Y.C. prices do not include 3% city sales tax applicable to price of gasoline (ex tax). 
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Mobil. Kerosine—Mt. Vernon T.W. less 0.5c for deliveries of 300 gals or more. 
Mobilfuel Diesel—aAll points, 0.5c for T.W. deliveries of 800 gals. or more. 


“ Mobilheat—Mt, Vernon T.W. less 0.5¢ for deliveries of 300 gals. or more. 


Syracuse V.M.&P. price is in steel barrels. Jamestown T.C. prices are delivered prices; all other T.C. prices are FOB bulk terminals. 
OHIO STANDARD 

Sohio X-Tane Gasoline 
Aviation Gas.-Cons.T.W. (Reguiar-Grade) 
Sohio Sohio Con- Re- 


Avia. 
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19.8 : ; 
per gal. State Road Tax by 


yy pig ye 

w. or drum deliveries of 100 gals. or more; less than 100 ., O 

other points are for t.w. gals. or more; less than 50 gals., 0.5¢ higher. gals., 0.5¢ higher. Prices at 
Naphthas—To contract consumers off t.w. prices (except Lucas County) 300 to 999 gals., 0.5v; 1000 to 2499 gals., 0.75c; 2500 to 4999 gals., 1c; 
5000 or more gals., 1.5¢. Lucas County: less than 50 gals., tank wagon price, 50 to 249 gals., 0.5c; 250 to 499 gals., 1c; 500 gals. or over 15e 

Notes: Renown (third-grade) gasoline prices are same as X-Tane unless otherwise noted. 8.8. prices are at company-operated stations. ois 
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Dallas, Tex. .... 
Fort Worth ..... 
Wichita Falls ... 
BIE seseccvsccce 
WACO ccccccsees 


AUSTIN cece ceees 


3 

a : 
BERRRESE 
conNNOHO 


eeee 
coooo 
poe’ 
sss 
—s 
coo 
ee 
ae 


Gasoline tax column includes these city & 
county taxes: Mobile, 2c city; B le 
county; tgomery, ic city & 1c county; Pen- 
a RL RN. Eh gg Bt. ---¥ in 

> » ie; ° 
kerosine 1c; Mississippi, kerosine — 
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San Antonio .... 


Port Arthur 
Notes:—Dealer t. 
classes of 


SREREES 
SSSSSSRSS 


ag2 
: 
Hi 


! 


Notes: 


i 
{ 
3 

: 


gs 
a) 


Consumer t.w. 
50 gal Pn .- Ww. prices are same as net dealer 
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DISPLAYED: Advertisements set in special type or with border— 

unpmrarect “Pesci "Wanied te Bor", “Help Wanted 
‘an: 

Miscellaneous classifica- 


usiness 
dons set in type ausinest Opportunites," Miscellaneous Minimum 
charge $7.50 per insertion. 


CLASSIFIED 





“Positions Wanted"’—i5 cents a word. Minimum Rowe Boy eeeder 
Box number counts 2 words. Copy must reach us Wednesday 
preceding date of issue. 


All classified advertisements are payable in advance. 
No agency commission or cash discounts on classified advertisements. 








For Sale 


2500 GALLON, 4 compartments, 10x20 tires, 
air brakes, in use at present time, $1200.00. 
— SERVICE CO., Union City, Pa. 


LATE 1949 614 DIAMOND T tractor, new re- 
capped 1000x20 tires, new air compressor, com- 
pletely overhauled, 18,000 lb. axle, clean. 
$1100.00. PLAINS OIL COMPANY, Waauneta, 
Nebraska. 


FOR SALE: Several 5000, 6000, 7000 gallon 
tandems. Also 3000, 3500, 4250 gallon single 
axle units, good tanks. Prices from $1000 to 
$4250.00. BRUCE E, HACKETT CO., 621 
West 58th St., Kansas City, Mo., Hiland 1385. 


ONE BUTLER 1942, $4,000; One Fruehauf, 
1941, $5,000; double bottom (train) transports, 
immediate delivery, reconditioned so year mod- 
el does not represent true age or condition. 
SPRINGFIELD BODY & TRAILER CO., 
Springfield, Missouri, Telephone 25526. 


stainless cover, 4000 Stainless 
Steel insulated tank, tandem axle, stainless 
cover. 5950 Hi tensile steel 3 compartment 
tank, tandem axle. Above equipment brand 
new. BOX 637. 


7000 GALLON TANDEM GASOLINE trans- 
port, 1950 Frazier, 3 compartments, single 
bulkheads, ICC MC 303 Code, 18,000# Stand- 
ard Forge axles, 22” 10 hole Budd wheels, 
16% x6” air brakes, good 10.00x 22 tires, 
good condition, immediate delivery, $3500.00. 
SPRINGFIELD BODY & TRAILER COM- 
PANY, 1631 a Street, Phone 25526, 
Springfield, Missouri 





PUMPS FOR SALE 


40 Model A38 National Gas Pumps 
erated FOB Chicago. $125.00. Call col- 
ject Hudson 3-7500. 


PERFECT POWER CORP. 
7747 South State St. Chicago 19, Ill. 











Business Opportunities 


COMPLETE JO0BBING AND BLENDING 
PLANT manufacturing own grease: 14,000 gal- 
lon storage, pumps for unloading and blending, 
everything needed to operate and in good re- 
pair; canning machine and double head filler, 
6 tractors, 5 vans, business in 7 states travel- 
ing 4 salesmen, established 26 years, making 
money. Sales could be increased with pres- 
ent equipment, have organization t will stay, 
can be thoroughly checked, everything clear. 
If not sold before or after harvest time, intend 
to quit business and liquidate. Here is a chance 
to buy a good going business at liquidating 
prices, not asking any premium. Have good 
inventory and quota built up for can supply. 
Located on Highways 33 and 64 with 300’ fac- 
ing same. Come look it over as I am going to 
liquidate and retire after harvest season. Tulsa 
is a nice clean town to live in. TULSA RE- 
FINED OIL COMPANY, INC., P. 0. Box 284, 
Tulsa, Okla. 


Packaging 


STORING, DRUMMING AND WAREHOUSING 
of lubricating oils, cutting oils or solvents and 
chemicals. Call or phone 

©O., 13507 Auburn, Detroit 23, Michigan, Ver- 
mont 8-7300. 





PINTS, QUARTS AND GALLONS 
‘F’ style or round lubricating oils, cut- 
ting oils, solvents, alcohol, etc. Can 
process some items to your specifica- 
tions or our’s. Some can quota avail- 
able, also warehouse facilities. 


4. ©. WHITLAM MFG. CO. 
Wadsworth Ohio 











For Sale 


845 GALLON 4 COMPARTMENT, pump and 
meter, with or without 1947 FS Ford, good 
operating condition, practically new motor. 
BURT RUSS, Gulf Distributor, Trenton, Ten- 
nessee. 


FOR SALE: 4,000 gallon Fruehauf trailer, 
1948 and 1948 W-20 White tractor. Will sell 
separately or as a unit, Write or call 8S & 8 
OIL COMPANY, Box 288, Auburn, 


Positions Wanted 


EXECUTIVE, EXCELLENT MANAGERIAL 
experience and knowledge compounding lube 
stocks, antifreezes, brake fluids, related com- 
pounds, desires position as plant manager or 
chief chemist for independent oil or specialty 
company in West, Southwest or Gulf Coast. 
BOX 644. 


Position Open 





ENGINEER 


Large Canadian distributor covering 
four provinces requires engineer with 
experience installing large storage tanks, 
pipelines and loading facilities Age 
30-35. Kindly _. references and ad- 
vise salary expected 

P.O. BOX 1421, SAINT JOHN, N. B. 


Canada 











Business Opportunities 


FOR LEASE: Four locations for service sta- 
tions in four good Southwest Missouri! towns, 
Each location vacant but ready for building. 
All are on highways. Will build to suit tenant. 
Address 43. MERRILI. WOODS, Realtor, 
Monett, Missouri. 





BUSINESS OPPORTUNITY 
Well established Southwest independent 
gasoline jobber, wholesale and 
desires working and expansion capital. 
Will trade interest for capital invest- 
ment or will trade percentage of all 
future profits for loan of $60,000.00. 
Excellent investment. Net 40% on 


investment. 
BOX $36 








BUSINESS OPPORTUNITY 


Jobber for major brand of petroleum 
products in Western Indiana, established 
for 20 years, doing one-half million 
dollar business annually, will sell routes 
and all equipment. 

BOX @41 














LP-Gas Market Helped 


Other letter orders included: 


Sinclair Refining Co.—-L-173 to Sec. 11, CPR 17— establishing ceiling 


(Continued from p. 56), 


prices ranging from 2.5 to 3.5c, Group 3, and butane from 
3.5 to 4c. Isobutane from 3 to 3.5c in shipper’s tank cars. 


In West Texas, propane was offered spot at “less than 
3c,” according to reports. 


At East Coast points, prices still were firm, but orders 
from regular customers rarely were for large quantities, 
it was said. 


OPS Issues More Letter Orders 


WASHINGTON—Office of Price Stabilization has es- 
tablished ceiling price of 4.375c per gal. for Warren Pe- 
troleum Corp. on propane sold FOB tank cars at Azucena, 
Cotton Valley, Haynesville and Tate Cove, La., plants. 


Action, taken by letter order—L-171 to Sec. 11, CPR 17 
—restored advantage that Shreveport, La., enjoyed over 
“custom-developed” East Texas district pricing which was 
lost in 1950 due to competitive conditions, OPS said. 


APRIL 16, 1952 


of 13.3c per gal. for Sinclair Super Flame kerosine in Evansville, Ark., 
portion of Stilwell, Okla., tank wagon circuit. 


In L-174 to Sec. 11, CPR 17, OPS set following tank wagon ceiling 
prices for Pennsylvania portions of Olean and Wellsville, N. Y., tank 
wagon circuits of Sinclair Refining Co.: Olean portion—HC gasoline 
15.8¢c, Ethyl gasoline 17.3c, Super Flame kerosine 14.55c, Super Flame 
medium fuel 13.15c; Wellsville portion—Ethyl gasoline 17.2c, Super 
Flame kerosine 14.6c, Super Flame medium fuel 13.6c. 


The Texas Co.—Amend. 1 on L-120 to Sec. 13, CPR 17—setting 
ceiling price of 10.393c per gal. for Texaco 445 Diesel Chief (Diesel 
fuel) delivered to consumers at Parr, 8. C., in truck transport lots. 
Amendment was based on new information and reversed denial of 
increase made in L-120. 


Esso Standard Oi1 Co.—Amend. 1 on L-140 to Sec. 11, CPR 17— 
setting ceiling price for sales of liquefied petroleum gas at Baton 
Rouge, La., FOB transport trucks at 0.25c per gal. over tank car 
ceiling prices. Action was taken to make L-140 consistent with Esso 
selling practice. 


Sinclair Co.—L-17T2 to Sec. 11, CPR 17—#setting following 
tank wagon prices per gal. at these points on Williamsburg, Iowa, tank 
wagon circuits: Marengo, Super Fiame kerosine, 16.4c; Oxford, Super 
Fiame light fuel oil, 14.8c; Oxford, Super Flame medium fuel oll, 13.8c; 
Oxford HC gasoline to dealers, 16.0c; Oxford, to %, 
17.5¢; Oxford, Ethyl gasoline to dealers, 17.5¢; ‘North English, Super 
Flame kerosine, 16.5¢; Williamsburg, Super Flame kerosine, 16.5¢; 
Williamsburg, Super Flame medium fuel oll, 13.9c. 
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Station Island Forms 


(Service Stations) 

Steel gasoline pump island forms 
are available for use in building new 
stations or remodeling old ones. The 
forms take the place of wooden ones, 
manufacturer says, and the steel 
forms allow filling with dirt to with- 
in two or three inches of the top and 
then completing with concrete. The 
outside surface can be painted white, 
or any other color desired and man- 
ufacturer says the steel surface will 
hold the paint for a much longer pe- 
riod than the old method of using 
concrete as the outside surface. 
Lengths of from 8’ to 24 are avail- 
able. Forms are 12” high with 1” 
half-round rub rail welded to outside 
top; 3%’ wide with bracing on in- 
side with reinforcing rods to insure 
rigid construction; and %” angle at 
bottom on inside running entire 
length for additional strength. W. B. 
Goode Co., 2915 West Leigh St., 
Richmond 21, Va. 


Circle No. 1 on Reply Card 


Package Water System 


(Service Stations) 

A “package” water system is de- 
signed especially for service stations 
that are located away from city wa- 
ter supplies. The shallow well system 
has a reciprocating type pump with 
automatic pressure switch. The % 
h.p. motor has a thermal overload 
protector and the horizontal galvan- 
ized tank is automatically welded and 
has 12-gal. capacity. Suction and dis- 
charge valves may be removed for 
cleaning, company says. Over-all di- 
mensions are 31” wide, 30” high, and 
14” deep. Dayton Pump & Mfg. Co., 
500 North Webster St., Dayton 1, 
Ohio. 





Circle No. 2 on Reply Card 





More Information— 


The names and addresses of 
manufacturers, whose products 
and literature are described in 
the Equipment Section, are 
given at the end of each article 
for the convenience of readers 
who wish to write direct. 


A coupon also appears on p. 
65 for use by anyone who de- 
sires more data and wants NPN 
to get it for them. Circle the 
number corresponding to that 
appearing at the end of the 
particular item on which more 
information is desired and mail 
it to NPN. Requests will re- 
cieve prompt attention. 











Shorter Truck Tractor 
(Transportation) 

A conventional-type truck tractor 
has been designed to meet the de- 
mands of truck operators for a unit 
capable of hauling 35-ft. semi-trail- 
ers in states where 45’ is the over- 
all length limit. The new tractor is 
a 102-in. bumper-to-back-of-cab di- 
mension model, and is available in 
any of manufacturer’s truck models 
ranging in size from model L-185 to 
the six-wheel model LF-210. The 
new dimension represents a six-inch 
cut in length. The new units are said 
to retain the driver comfort, styling, 
and utility advantages of convention- 
al trucks. International Harvester 
Co., 180 North Michigan Ave., Chi- 
cago 1, Ill. 


Circle No. 3 on Reply Card 


Portable Microfilm Reader 
(Offices) 

A new portable reader for both 16 
mm. and 35 mm. microfilm can be 
viewed on either a desk-top opaque, 
glareless 14” x 14” screen that folds 
for storage in the carrying case, may 
be viewed in larger size on any light 
colored wall or screen by adjusting a 
mirror arrangement. A shift of 
lenses changes magnification from 
17 times to 23 times. Every sec- 
tion of a full-size 35 mm. microfilmed 
document can be viewed by moving 
a scanning arm, company says. Film 
can be advanced at any speed desired. 
The reader weighs 17 Ibs,, and carry- 
ing case 10” x 13” x 11%” contains 
space for screen, extra lamp, lens 
and microfilm reels. Remington 
Rand Inc., 315 Fourth Ave., New 
York 10, N. Y. 


Circle No. 4 on Reply Card 





Concrete Floor Painter 


(Maintenance) 


A new tool is designed to make 
concrete floor painting faster and 
easier. It is said to give a smoother, 
better paint job than either spraying 
or brushing. The tool consists of a 
wedge shaped rubber pad 20” long 
by 4%” wide. It is operated with a 
54” handle in push-broom fashion. 
Paint is poured directly on the con- 
crete floor. The tool spreads a thin 
iayer of paint into a smooth 20” 
swath. Floor indentations and cracks 
are filled—no matter how large or 
small, company says. The tool paints 
to wall edges. The tool is said to 
Save paint because it is constructed 
of resilient rubber that hugs rough 
floors to evenly spread a thin layer 
of paint. The equipment is double 
edged and reversible to double its 
life. Tool also can be used for floor 
washing and cleaning and for apply- 
ing wax. Mico Products Co., 170 
Gorman Ave. Hamden 14, Conn. 


Circle No. 5 on Reply Card 


Sign-Making Kit 
(Service Stations) 

A kit to make up signs is said to 
provide brilliant signs for both day 
and night application. Letters, 
numerals and art spots are included 
in the kit. Messages are made up 


from the sheet forms, the protective 
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coating peeled off and the sign put 
in place. The units may be used on 
any hard, dry surface, and a plastic 
coated easel and other bac 
material are provided with the kit. 
There are over 800 pieces in the 10 
sheets of neon red and saturne yel- 
low stock said to provide enough 
material for 35 to 40 signs. Letters 
may be removed and stored on sheets 
of waxed paper provided, and reused. 
Messages may be placed directly on 
merchandise and then removed with- 
out harming it,company says. Glo- 
Ad Co., 1116 Empire Building, Mil- 
waukee, Wis. 
Circle No. 6 on Reply Card 


together with indicator which shows 
whether lights as well as switch are 
functioning properly. Arrow Safety 
Device Co., Mount Holly, N.J. 

Circle No. 7 on Reply Card 


Punching Machine 


(Offices) 

A new machine has been designed 
which punches sheets of paper to fit 
in ring binders and at the same time 
reinforces the holes. It is available 
in either two or three ring models. 
The equipment is operated by hand 
and reinforces the holes from rolls of 
specially processed tape contained in 
the machine. The unit conserves re- 
inforcing tape because a lever stops 
the use of the tape when it is not 
needed. Stationers Supply Corp., 82 
Wall St., New York 5, N. Y. 

Circle No. 8 on Reply Card 


Flaring Tool 


(Stations, Bulk Plants) 

A new tool for flaring soft copper, 
steel, aluminum and brass tubing au- 
tomatically burnishes the face of the 
flare after it has been formed. The 
tool will make 45 deg. flares on 3/16”, 
%”, 5/16”, %”, %” and %” outside 
diameter tubing for standard SAE 


FOR FURTHER INFORMATION 


On Any Equipment or Literature Described in This Issue 


HERE’S WHAT YOU DO: 


Circle the number on the coupon below which corre- 
sponds to the one that appears at the end of the item 
in which you are interested 

Fill in your name, address, etc 

Clip the coupon 


Mail it to the Readers’ Information Service, NA- 
TIONAL PETROLEUM NEWS, $213 West Third Street, 
Cleveland 13, Ohio. This department will forward your 
Directional Light inquiry to the manufacturer 
(Tank Trucks) 


A directional signal light with a 
plastic lens is designed to eliminate 
the need for a reflector. The Class “A” 
signal can be used on almost all trucks 
and trailers, manufacturer says. The 
light focused by the major part of 
the lens area is said to be brilliant 
enough to meet legal requirements 
and a concentrated beam projected 
through a spot at the center provides 
more visibility for a longer distance, 
manufacturer says. The lens is made 
of lucite and will not fade, crack or 
draw, company says. The lights come 
in three types—single faces, which 
can be bracket mounted; double-faced 
for front fenders and a flush model 
for body mounting. The double-faced 
model is 2-5/32” wide from lens to 
lens. Flush mounted unit protrudes 
15/16”. A pressure snap ring is said 
to provide for quick bulb replacement 
without unscrewing of lens mount- 
ing. The lights are available sepa- 
rately or in kit with directional 
signal switch which features built-in 
flasher and built-in fuse protection, 





lf you prefer to write manufacturers direct, their 
names and mailing addresses appear at the end of each 
item 
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Von AVAILABLE 
ON 5 GALLON 


PAILS and DRUMS 


Crown's POR-RITE SPOUT 

hooks on to opening into which 
faelatictsle Melee eloltla-te extends to 
edge of 


ts container to eliminate container interference. 


Crown's POR-RITE SPOUT is reversible permits stacking saves in 


shipping larger nozzle permits faster filling . tamperproof over-cap 


felge)i-tadiols 


Crown's POR-RITE SPOUT provides dual purpose pail 


raovahicllsl-l ae ALLA? lieelli lemme eleltiaise| assured 


or drum-type 


Crown's POR-RITE SPOUT is rustproof available in various colors 


to designate different products 
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flared fitting joints. Burnishing ac- 
tion results from use of a lost motion 
mechanism in the yoke of the tool 
which disengages the feed during the 
first revolution when backing off the 
cone. This causes the cone to 
burnish the flare. The equipment dif- 
fers from conventional flaring tools, 
company says, in that the flare is 
formed in the air above the flaring 
bar instead of against a bevel in the 
bar. This is said to assure that orig- 
inal wall thickness of the tubing is 
maintained at the base of the flare. 
Imperial Brass Mfg. Co., 1200 W. 
Harrison St., Chicago 7, IIl. 


Circle No. 9 on Reply Card 





Floor Matting 
(Service Stations, General) 
A new matting is said to be non- 


absorbent, non-porous and 100% 
grease-proof. It is easy to clean 


and recommended for use on oily or 
greasy floors, manufacturer says. 
A slightly corrugated surface on one 
side is said to provide a safe, slip- 
resistant walking surface, especially 
where wet floors prevail. The deeply 
corrugated surface on the reverse 
’ side acts as a dirt remover for en- 
trances. Links are woven on rust- 
resisting steel wires and also on flex- 
ible, vinyl tubing framework for 
use where subjected to strong acids. 
Links are made in five permanently 
brilliant, fade-proof colors—green, 
red, brown, black and white. The 
matting comes in any length, up to 
six feet wide, %” thick. American 
Mat Corp., 1799 Adams St., Toledo 
2, Ohio. 
Circle No. 10 on Reply Card 


Exhaust Fans 


(General) 

A new exhaust fan is designed with 
the motor outside the air stream. The 
motors are available in explosion 

\ proof types from % to 7% h.p. The 

\ fam has sealed bearings in readily re- 
‘placeable flange construction, double 
angle motor support to minimize vi- 
bration, adjustable motor base for 
belt takeup, and heavy cast aluminum 
fan e in range of sizes from 18” 
ae Standard Electric Mfg. Co., 
Ine., West Berlin, N. J. 

Circle No. 11 ow Reply Card 
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General Purpose Tool Kit 


(Service Stations) 


Three new general purpose tool 
sets include a 46-piece set which 
contains a selection for general jobs 
and maintenance including \” 
midget size sockets and attachments 
for carburteors, ignition, and %” 
drive tools for automotive work. 
Set also has open end and adjust- 
able wrenches in sizes up to and 
including 1”, both Phillips and regular 
style screwdrivers, and a selection 
of pliers, punches and chisels. Two 
other sets, similar in makeup, are 
available in 30 pieces and 21 pieces. 
Challenger Tools Division, Penens, 
Corp., Schiller Park, Ill. 

Circle No. 12 on Reply Card 





Rubber Mounts Cut Noise 


(Bulk Plants, Service Stations) 

Vibration and noise caused by 
motor driven pumping units at stat- 
ions and bulk plants can be reduced 
by using rubber mountings, manu- 
facturer says. The mounting shown in 
the illustration above is for one make 
of gasoline pump at service stations. 
The pumping unit is attached to the 
superstructure by brackets which in 
turn are provided with the rubber 
mountings. Other parts also are rub- 





ber-mounted so that vibration cannot 
be transmitted to the superstructure. 
Vibration prevention is said to protect 
the meter and computing device and 
other parts of the equipment. Lord 
Manufacturing Co., Erie, Pa. 

Circle No. 18 on Reply Card 


Valve Dust Cap 


(Truck Tanks) 

A Neoprene dust cap is made to fit 
on quick coupling units on truck 
tanks. It is said to prevent abrasive 
wear from gravel and cinders con- 
stantly hitting edges of valve open- 
ing. The cap is designed for easy 
snap-on, snap-off action, company 
says, and a built-in eye permits at- 
tachment of chain to prevent loss. 
Service Station Sales Co., 572 W 
Maryland Ave., St. Paul, Minn. 


Circle No. 14 on Reply Card 


Drum Up-Ender 


(Warehouses) 

A hydraulic drum up-ender attach- 
ment permits fork truck operators to 
pick up, transport, stack and empty 
heavy drums without leaving their 
seat. Drums can be rotated 90 deg. 
for vertical or horizontal stacking, or 
tilted 45 deg. below horizontal for 
emptying. The unit is made to fit 
manufacturer’s 2,000, 3,000 and 4,000- 
lb. fork trucks. Baker-Raulang Co., 
1250 West 80th St., Cleveland, Ohio. 

Circle No. 15 on Reply Card 


Pulley Lagging Compound 
(Bulk Plants, Terminals, General) 
A pulley lagging compound incor- 

porates Neoprene as one of its in- 

gredients to prevent pulley belts from 
slipping. The pulley does not have 
to be rémoved from the machine un- 
less sandblasting or vapor degreasing 
is required. To apply the compound, 
the pulley surface should be cleaned 
with a special solvent cleaner and 
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coated with the lagging primer. With- 
in a half hour the lagging compound 
can be applied. Under emergency 
conditions the pulley can be put back 
into service within 24 hours; nor- 
mally several days should elapse. 
Main Products Corp., 1241 Carpenter 
St., Room 187, Philadelphia 47, Pa. 


Circle No. 16 on Reply Card 








Maintenance Platforms 


(General Maintenance) 


An all-steel welded tubing plat- 
form with expanded metal treads and 
platform is designed to provide safe 
footing and ample space for both 
tools and workers. Platform is de- 
signed for use in maintenance work, 
including truck repairs. Ballymore 
Co., Wayne, Pa. 

Circle No. 17 on Reply Card 


Rust-Resistant Aluminum Paint 


(Maintenance) 

A new corrosion inhibiting pigment 
has been added to manufacturer’s 
aluminum paint which is said to make 
the coating helpful in checking and 
resisting rust. The new paint is said 
to have a longer oil length which 
makes it better for priming and a 
one coat finish for wood, brick or 
metal. Sheffield Bronze Paint Corp., 
17814 Waterloo Rd., Cleveland, Ohio. 


Circle No. 18 on Reply Card 


Rust Remover and Preventer 


(General Application) 

A rust remover and preventer is 
said to have the faculty for de-rust- 
ing, de-scaling, rust-proofing and key- 
ing metal surfaces for paint adhesion, 
all in one operation. The product is 
said to be non-toxic, non-corrosive, 
non-explosive, and generates no harm- 
ful fumes or gas. Product can be 
applied by brush, spray or immer- 
sion. The product is said to be es- 
pecially proficient in removing or 
neutralizing rust on body and fenders 
in preparing bare metal surface be- 
fore priming and painting. It also 
destroys rust on chrome bumpers and 
trim of motor vehicles, company says. 


Eastern Jenolite Co., 2518 Broadway 
Ave., Cleveland 13, Ohio. 


Circle No. 19 on Reply Card 
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Multi-Purpose Lubricant 


(Lubrication) 

A new multi-purpose industrial lu- 
bricant, named Sotol, is said to re- 
tain its lube qualities in both ex- 
tremes of heat and cold. The lubri- 
cant will not melt and run away even 
at a temperature of 1,000 deg. F. or 
more (see photo above which shows 
the new lubricant at right and a con- 
ventional lube melted down at left). 
The lube also is said to be effective 
even at zero deg. The new lube is 
said to resist washing away by water 
and to forestall corrosion of surfaces 





Middle-of-Street ‘Stations’ Dispense Gasoline in Peru 
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GASOLINE DISPENSING equipment is located in the middle of the street in Cuzco, Peru, and pedestrians and motor vehicles 
move around the pump in all directions. The two Indian boys shown standing beside the drums later filled a container from one of 
the drums by tilting it and Jetting the product flow through a crude funnel, according to Argus Leidy, Philadelphia, vice president 
of Globe Hoist Co. Mr. Leidy recently returned from a 24/2-month trip through South America. He says mid-street pumps can be 
found almost any place in Peru. Damaging explosions which occur because of the practice do not seem to discourage anyone, he says 
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Write for information 
1402 Hunt Bidg., Tulsa, Okla. 











ILLINOIS 





P. R. GIRARD 
Factory Representative 


Champion Compressors 
Globe Hoists 
Wheaton Brass Works 


327 S. LaSalle St. 
Chicago 4, Ill. 























INDIANA 





Everything in Bulk Plant 
and 

Service Station Equipment 

INDIANA OIL EQUIPMENT CO. | | 


417 Madison Ave., 
Indianapolis 4, Indiana 








OFFERING THE OIL INDUSTRY THE 
FINEST IN OlL EQUIPMENT 


® ENGINEERING & SERVICE 


COFFIELD SUPPLY CO. 


1626 So. Main St. South Bend 24, Ind. | | 











MAINE 





In MAINE it's 
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MICHIGAN 





R. V. SEAMAN CO. 


Michigan's largest wholesaler of 
truck tank, service station and 
bulk plant equipment. 


SAGINAW—DETROIT— 
GRAND RAPIDS 
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to which it is applied. The lube has 
a synthetically-formed base. South- 
western Petroleum Co., Ft. Worth 1, 
Texas. 


Circle No. 20 on Reply Card 


Portable Fuel Oil Heater 


(Fuel Oil Distributors) 

An improved type of portable fuel 
oil furnace delivers 189,000 Btu of 
heat per hour in winter use and cir- 
culates cool air in summer, manufac- 





turer says. The unit sprays heat out 
at floor level over an area of about 
3,000 sq. ft. and concentrates the heat 
in a work zone from floor to about 6’, 
company says. By changing the top 
blower mounting the machine deliv- 
ers 1,500 cu. ft. per minute of cool air 
for summer use, manufacturer says. 
Fageol Heat Machine Co., Detroit 11, 
Mich. 


Circle No. 21 on Reply Card 


Detect Cracks in Metals 


(General Application) 

A dye and developer process is said 
to detect cracks, pores and cold shuts 
in all types of metal parts even 
though the flaws may be of micro- 
scopic size. In using the product 
the metal parts being tested are 
swabbed with highly penetrant red 
dye solution which penetrates cracks 











NEW JERSEY 


puTING Refinished like new 
contiock 


Exchanged or sold 


Prices reasonable 


WHEELS 
SERVICE SPECIALTIES INC. 


205-15th ST JERSEY CITY 2,3 








PRICE SIGNS 
On Gas Pumps Show 
State and Federal 
Taxes Separately. 
Remind Motorists that 


Taxes are high. 
Send for Circular. 
TEN HOEVE BROTHERS 
359 McLEAN BLVD. 
PATERSON 3, N. J. 
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RENICK & MAHONEY, INC. 


114 Liberty Street 
New York, N. Y. 


Bulk Plant—Truck Tank 
and 
Service Station Equipment 



















OHIO 




















W. €. “BILL” LAYMAN 


164 E. Exchange St. Akron 4, Ohic 
Phone—Jefferson 8215 


Factory Representative for 
Westinghouse, O.P.W., Lincoln, 
Neptune, Huffman, Goodrich. 
Air, Oil, Hydraulic and Gas 
Hose and Coupling Service. 


SALES—PARTS 
ENGINEERING SERVICE 
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DALOU EQUIPMENT CO. 


STevenson 7-4740 
782 N. 24th Street Philadelphia 30, Pa. 


GRANCO METERS & PUMPS 


for 
Bulk Plants—Truck Tanks 
Dalou Maintains Complete 
Stock of Petroleum Handling 
Equipment 


PARTS & REPAIR SERVICE 
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or pores within three minutes. Sur- 
face dye then is washed away with 
water. Surface tension of the water 
prevents it from penetrating micro- 
scopic cracks—therefore only the 
dye in the cracks remains. Parts 
are then swabbed with developer 
solution (white). This dries leaving 
a white coating which sucks the dye 
out of the cracks the same as a 
blotter sucks up ink. The dye 
spreads out through blotting action 
leaving a vivid red stain many times 
wider than the flaw and visible to 
the naked eye. Met-L-Chek Co., 
121 North Prairie Ave., Hawthorne, 
Calif. 


Circle No. 22 on Reply Card 


Plastic Pipe 


(General) 

A new type plastic pipe has been 
developed for use in pressure or 
suction line applications, It has in- 
creased wall thickness for protection 
against burst or collapse, company 


PENNSYLVANIA 





E. 0. HABHEGGER CO. 
Fairmount Ave., at 24th St. 
PHILADELPHIA, 30 





For The Petroleum Industry 
BULK NTS 
TRUCKS—SERVICE STATIONS 








RUTLEDGE EQUIPMENT CO. 


334 Blvd. of Allies Pittsburgh, Pa. 
Rutledge Service Station Flood Lights 
G&B Equipment—Buckeye Valves & 





Fittings 
Granco Pumps & Meters—Air 
Compressors 








West. Penn. Oil Equipment Co. 


512 Sandusky St. Cedar 
Pittsburgh 12, Pa. _ 


Bulk & Service Station Equip. 
Erie Computing Pumps 


Pittsburgh Equitable Meters 
Yale & Towne Pumps 








PENNINGTON EQUIP. SALES CO. INC. 


442 Tinimon Ave. Williamsport 39, Pa. 


Pumps — Truck Tanks — Hose — Reels 
Storage Tanks — Pittsburgh Equitable 








Meters — Gasoline & Oil Equipment 








says. It has a smooth internal sur- 
face which is said to provide absolute 
resistance to rot, rust and. electrolytic 
corrosion. Its smooth internal sur- 
face is said to prevent accumulation 
of scale or sediment. Rapid install- 
ation is said to be possible as no 
special tools or rigging equipment are 
required. Plastic-to-plastic or plastic- 
to-metal connections can be made by 
means of molded plastic fittings, man- 
ufacturer says. It is available in nine 
sizes ranging from %” to 6” nominal 
pipe size. Working pressure is 120 
p.s.i. at 120 deg. F. in sizes up to 
1%” and slightly less in larger sizes. 
Pipe is light weight. Carlon Products 
Corp., 10225 Meech Ave., Cleveland 5, 
Ohio. : 
Circle No. 23 on Reply Card 





Cup Expanders for Pump 


(Stations, Bulk Plants,Terminals) 

A new line of cup expanders is said 
to eliminate leakage in hydraulic and 
pneumatic cylinders by exerting con- 
trolled pressure on the packing lip so 
that it maintains constant contact 


with the cylinder wall. The ex- 
panders are said to increase packing 
life and eliminate leakage due to 
packing shrinkage. The units are 
recommended by the company for 





use on pumps, compressors, jacks, 
air cylinders, lubricators and like 
equipment. The expanders are 
available in sizes for use with all 
standard hydraulic packing diameters 
from 14%” to 2-%”. They are fab- 
ricated from 0.010” thick strip brass 
and are said to be impervious to the 
effects of gasoline. The cup ex- 
panders are easily installed and elimi- 
nate the need for special adapters 
or design changes on clamping plates 
or other parts, company says. They 
do not increase friction or wear on 
packings, manufacturer states. HPL 
Manufacturing Co., 15209 Miles Ave., 
Cleveland 28, Ohio. 
Circle No. 24 on Reply Card 


New Lube Oil Additive 


(Lubricating Oil Manufacturers) 

A new hydrocarbon ester, called 
Mabros, has been developed which is 
said to increase the efficiency of lu- 
bricating oils and greases. Company 
says it recommends adding the com- 
pound at rate of % oz. to five quarts 
of lubricants. Sample of product is 
available on request to manufacturer. 
Phillips Scientific Laboratories, 23-E 
Garden Terrace, North Arlington, 
N. J. 


Circle No. 25 on Reply Card 


TEXAS 


TOPS TO TEXAS TRADE 


Sales & Service; 
Tokheim Pumps 
Smith Meters 
Buckeye Valves 
Granco Pumps 
Oilco Loading Arms 

Complete Service; 

Bulk Plants 
Service Stations 


UNITED PUMP SERVICE & SUPPLY CO. 








1701 $. Lemar Delies 2, Texas 








VIRGINIA 


THERE'S 


‘Gastoy Pump 


FOR EVERY SIZE CONSUMER ACCOUNT 


Jones & Frank Oil Equipment Co. 
810—39th St. Newport 


News, Va. 














SMITH METERS 
H. H. TRUITT 


1403 8th Ave. 
Huntington 1, W. Va. 


Westinghouse Air Compressors 
Service Station or Bulk Plant Equip. 
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Label Holders 


(Service Stations, Offices) 


Label holders are available which 
are specially designed for easy attach- 
ment to bins, shelves, cabinets, coun- 
ters, showcases, filing cabinets and 
similar equipment. They are said to 
be easily mounted to almost any tyne 
of surface with cement, tacks, screv’s, 
or staples. The holders are made of 
neutral ivory plastic and are pack- 
aged in boxes of 10, complete with 
perforated paper inserts and clear 
acetate faces ready to side into place. 
Sizes available range from %” x 2” 
to 14%” x 5”. Special sizes are made 
to order. Aigner Index Co., 97 Reade 
St., New York 13, N. Y. 


Circle No. 26 on Reply Card 


Tank Heating Units 


(General) 

Heat transfer can be achieved with 
a unit only half the size of equivalent 
area of pipe coil, manufacturer says. 
A 22” x 19” unit, weighing 95 lbs., 
is said to have the same heating 
capacity as a 2” pipe coil weighing 
239 Ibs. Pilatecoils, as the units 
are named, require less steel because 
the heating solution flows in channels 
formed by joining two embossed 
metal surface plates, company says, 
and this provides more prime 
heating surface in a given area than 
can be obtained with pipe coil. Com- 
pany says the units can be used 
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wherever pipe coils are used. Kold- 
Hold Manufacturing Co., Lansing, 
Mich. 

Circle No. 27 on Reply Card 


Asbestos Packing 


(Bulk Plants, Terminals) 

A new asbestos packing impreg- 
nated with Teflon throughout is said 
to be resilient and permit a tight, 
lasting seal at low gland pressure 
and to solve the cold flow problem 
encountered with some packings. It 
is furnished in continuous form and 
one size is suitable for packing a 
number of different stuffing voxes, 
company says. It is available in sizes 
from \%” to 1” by y” increments. Its 
anti-hesive surface is said to provide 
free spindle operation and is service- 


able from minus 100 deg. to plus 500 
deg. F. Mechanical Packing Division 
of Flexrock Co., 3670-A Cuthbert St., 
Philadelphia 4, Pa. 


Circle No. 28 on Reply Card 


Conveyor Units 


(Warehouse, Packaging Plants) 

New model units for making 
custom built conveyors from stock 
units will handle a 1,000 lb. belt pull 
as compared to 400 Ibs. in previous 
units. The center drive and take- 





Built-in System Extinguishes Tank Truck Fires 


FIRE EXTINGUISHMENT is accomplished in this U. S. Air Force airplane refueling 

truck by means of a carbon dioxide system which utilizes two, 35-lb. cylinders of the 

liquid. The system will operate automatically in case of fire, and also has a pull handle 

for manual release. When released, carbon dioxide rushes from the cylinders, through 

piping, and is discharged as gas through seven Multijet nozzles. The system shown is 
that of Walter Kidde & Co. 
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up assembly is illustrated on p. 71. 
The drive will pull a 15,000-lb. total 
load on a belt conveyor 150’ long. 
The various units include a triple 
snub assembly for transferring load 
from horizontal to incline, an end 
type drive unit for use with drive 
at head end of conveyor, an end type 
take-up for use at tail end of con- 
veyor, and an end type roller as- 
sembly. Standard Conveyor Co., 
North St. Paul 9, Minn. 


Circle No. 29 on Reply Card 



































You Are Invited To 
Place Your Petroleum 
Handling Problems 
Before Our Engineers 
At No Obligation 


Centrifugal Pumps For 
Production, Processing 
Storage and Marketing 
Applications 


THE 








Plastic Spout for Cans 


(Packaging Plants) 

A new plastic spout is designed to 
allow safe stacking of open-head pails 
and closed-head drums in storage 
and shipping and prevents contamina- 
tion of container contents by rust 
when being poured, manufacturer 
says. It is available on 5-gal. ICC. 
The reversible spout is a rigid curve 
reaching to the edge of the container 
and permits pouring without con- 
tainer interference. The reversible 


GORMAN-RUPP CENTRIFUGAL PUMPS 


GEAR DRIVEN FOR 
POWER TAKE-OFF 


This new pump is self-priming. 
It meets the transporters’ demand 
for increased pumping performance, 
— easy installation,— economy and 
trouble-free service. 


Only 13144" high—11” wide, this 
pump mounts in truck frame with 
plenty of under clearance. Parallel 
suction and discharge makes pump 
simple U in piping system. 


Newly designed, — without check 
valve — this pump has the lowest 
cost of maintenance and many val- 
uable safety features. 

Write for Bulletin 9-OE-11 


MANSFIELD, OHIO 








feature is said to protect the spout 
from damage. The unit is adapted 
to a 1-15/16” I. D. screw-type nozzle, 
and the spout itself has a 1” inside 
diameter to permit fast pouring, 
company says. It is available in 
various colors to designate different 
products and to tie in with container 
and label colors. Crown Cork and 
Seal Co., Eastern Ave. & Kresson S8t., 
Baltimore 24, Md. 


Circle No. 30 on Reply Card 


2 Million Btu Heater 


(General) 


A new heater is said to be capable 
of producing two million Btu per hour 
output which will heat an area from 
16,000 to 24,000 sq. ft. The unit has 
twin heat exchangers arranged in the 
form of a “V” which is said to result 
in maximum scrubbing of the heating 
surfaces by the air passing through. 
For discharge, diffusers give pin-point 
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control of air throw, company says, 
and the outlets may be placed in any 
position desired. The heater also may 
be used as a central heating plant 
in which case a plenum chamber is 
supplied in place of the diffusers. 
Normal air output of the equipment 
is 22,000 cu. ft. per minute, and the 
air intake velocity is 440 ft. per 
minute. The heater can use either 
light or heavy fuel oil gas, or a com- 
bination oil-gas burner. Prat-Daniel 
Corp., 2 Meadow St., South Norwalk, 
Conn. 


Circle No. 31 on Reply Card 


Plastic Pipe Fittings 


(Bulk Plants, Terminals, Stations) 
Tenite plastic fittings are produced 
in a variety of sizes and shapes, 


threaded or slip-sleeve. Couplings 
can be quickly and permanently 
bonded in the pipe lines by means of 
cement and thinner which have an 
affinity with the plastic, company 
says. Fittings are said to have high 
impact and corrosion resistance and 
are unaffected by a wide range of 
weather and soil conditions. Ten- 
nessee Eastman Co., 10 East 40th St., 
New York 16, N. Y. 
Circle No. 32 on Reply Card 


LIMITED 
DISTRIBUTORSHIPS 
AVAILABLE 


A A® 


MOVING PROF 


—+ ANTI-FREEZE 


THERMO! LUBRICANTS CORP 
LK CITY, OKLAHOMA 
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LITERATURE 
Lube Tool Guide 


(Service Stations) 

A “Selection Guide of Specialized 
Lubrication Tools” explains when and 
where to use extension adapters, 
swivel adapters, suction guns, etc. 
The lube man, with the 14” by 11” 
guide has no excuse for not using the 
proper tool because the guide is set 
up in chart form, much like a mile- 
age-between-cities chart, with the 
car make set up in the vertical col- 
umn and the eight specialized tools 
strung out horizontally so that at 
the intersecting point the lubrication 
operation appears. In addition, a chas- 
sis drawing, with arrows pointing to 
every item named, appears along- 
side the chart. Alemite division, Stew- 
art-Warner Corp., 1826 Diversey 
Parkway, Chicago 14, Ill. 


Circle No. 33 on Reply Card 


Floating Roof Tanks 


(Bulk Plants, Terminals) 

A new 12-page booklet illustrates 
and describes manufacturer’s line of 
double-deck floating roof oil storage 
tanks. Details as to how the tanks 
conserve oil products by preventing 
vapor loss are given. Other facts 
such as how the design cuts corro- 
sion and operating features are given. 
Graver Tank & Mfg. Co., Inc., East 
Chicago, Ind. © 

Circle No. 34 on Reply Card 


Station Equipment Catalog 


(Service Stations) 


A new catalog of service equipment 
for stations is divided into sections 
on air compressors, hydraulic lifts, 
lubricating equipment and pneumatic 
accessories. Included in the air com- 
pressor section is a preface on “How 
to Select an Air Compressor” based 
on recommendations of the Pneumat- 
ic Automotive Equipment Assn. Unit- 
ed States Air Compressor Co., 5300 
Harvard Ave., Cleveland 5, Ohio. 


Circle No. 35 on Reply Card 


Multi-Pump Dispenser Layouts 


(Service Stations) 

An 8-page folder describes the com- 
pany’s method of layout for multi- 
pump service station gasoline dis- 
pensing units. System uses turbine 
pumps remotely located at the stor- 
age tanks. Actual dispensing units 
have only the meter and computing 
mechanism. Equipment is described 
and several layouts are shown. Erie 
Meter Systems, Inc., Erie, Pa. 


Circle No. 36 on Reply Card 


LP-Gas Carburetion 


(LP-Gas Distributors) 

A new book “Butane-Propane Pow- 
er Manual” gives step-by-step direc- 
tions for converting gasoline engines 
to LP-gas carburetion. The manual 
gives LP-gas carburetion principles, 
tells of equipment available and tools 
needed for conversion. It gives sales 
hints for getting and handling busi- 
ness in this field. The 330 pages 
cover basic facts of fuel and power, 
carburetion, conversion, service ad- 
justments, maintenance and trouble 
shooting, and how to sell LP-gas car- 
buretion. Manual is priced at $3.50 
per copy. Butane-Propane News, 198 
South Alvarado St., Los Angeles 4, 
Calif. 


Circle No. 37 on Reply Card 





IDENTIFY YOUR 
BUSINESS THIS YEAR 
WITH 


GEwneva 1333 
W. N. FRASER CO. 


MANUFACTURERS 


1627 LOCUST ST. 
ST. Louis 3, 
MISSOURI 


iS YOUR NAME 
ON YOUR 
L. P. GAS TANKS? 














PREVENT LEAKS.. 


..-Permanently! 
When installing gase- 
line, diesel fuel, gas, 
woter, air and other 

be sure to wse 


+i i 
is economical, easy-to- 
use. Thin in the con, 
Rectorseal #2 thickens 
in the joint to a plastic 
elasticity that retains o 
perfect seal for the life 
of the connection. Avail- 





tribvtor or write 
RECTORSEAL Dept. J 
2215 ¢ ., 4 , Texes 
Another distributor for Rectorseal # 2: 
Certified Products Co. 
Box 298 Springfield, #1. 


ECTORSEAL# 2 


MAKING THE OIL INDUSTRY SAFER 
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LP-Gas Guide 
(LP-Gas Distributors) 

“A Practical Guide to LP-Gas Utili- 
zation” hag been published to serve 
as a handbook for distributors, deal- 
ers, salesmen, service and installation 
men. Book is designed to provide a 
complete fool-proof guide for safe, 
satisfactory selection and installation 
of customer appliances and equipment 
for domestic, commercial, industrial, 
carburetion, and agricultural pur- 
poses. The book was written by 
Earle Clifford, head of Gas Fuels 
Technology Department, Southern 
Technical Institute, a division of 
Georgia Institute of Technology. Price 
of book is $2.50 per copy (lower 
prices in quantities). Moore Publish- 
ing Co., Inc., 48 West 38th St., New 
York 18, N. Y. 


Circle No. 38 on Reply Card 


Fuel Oil Sludge Solvent 
(Fuel Oil Distributors) 

A new folder describes use of a fuel 
oil sludge solvent to eliminate water 
condensate and sludge difficulties in 
industrial installations by keeping the 
impurities in suspension and using 
them up. Company has worked out 
a demonstration kit wnich is said to 
show the advantages of using the 
additive. Stewart-Hall Chemical 
Corp., 550 So. Fulton Ave., Mount 
Vernon, N. Y. 


Circle No. 39 on Reply Card 


Fork Truck Catalog 
(Warehouses) 

A 20-page electric fork truck cata- 
log describes company’s line of equip- 
ment including latest engineering de- 
velopments, maintenance features and 
all accessories and attachments. Lew- 
is-Shepard Products, Inc., Dept. R 1, 
Watertown, Mass. 


Circle No. 40 on Reply Card 


Steel Storage Racks 
(Warehouses) 

Steel storage racks designed for 
drums, crates, bins, skids and pallets 
are described and illustrated in a 12- 
page bulletin. Main features of each 
of the various types of racks are 
given. Barrett-Cravens Co., 4609 S. 
Western Blvd., Chicago 9, Ill. 

Circle No, 41 on Reply Card 


Calibrating Pressure Cars 
(Bulk Plants, Terminals) 

A “Tentative Code for Pressure 
Tank Car Quantities or Code for Cali- 
brating Tank Car Tanks and for 
Measuring, Sampling and Calculating 
Tank Car Quantities (Pressure 
Type)” has been prepared by the 
American Petroleum Institute. Part 1 
deals with measuring; sampling and 
calculating pressure tank car quan- 
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tities and Part 2 sets forth procedure 
for calculating pressure type tank car 
tanks. Appendices A and B present 
a tentative method of measuring the 
temperature of oil and oil products 
and a proposed method of sampling 
LP-gases. It also contains temperature 
correction tables. Code is identified 
as API Code No. 1202. Price is $1.00 
per copy. American Petroleum Insti- 
tute, 50 West 50th St., New York 20, 
N. Y. 


Circle No. 42 on Reply Card 


Heating Guide 
(Fuel Oil Distributors) 

The 1952 edition of the “Heating, 
Ventilating and Air Conditioning 
Guide” contains data on oil and gas 
fuel properties and combustion. 
Among some of the subjects in the 
guide are fuels and combustion, auto- 
matic fuel burning equipment, heat- 
ing boilers, furnaces and space heat- 
ers, chimneys and draft calculations, 
estimating fuel consumption for 
various heating systems, unit air con- 
ditioners and unit air coolers. Copies 
of the guide are $7.50 each. Ameri- 
can Society of Heating and Ventilat- 
ing Engineers, 62 Worth St., New 
York 13, N. Y. 


Circle No. 43 on Reply Card 


Storage Tanks 


(Stations, Bulk Plants, Terminals) 

A six-page folder illustrates and 
gives specifications on manufactur- 
er’s oil storage tanks for use above 
and below ground. Capacities range 
from 550 gals. to 30,000 gals. Stor- 
age tank accessories also are shown. 
Sharpsville Steel Fabricators, Inc., 
Sharpsville, Pa. 


Circle No. 44 on Reply Card 


Air Line Cleaner 
(Service Stations) 

An air line purifier is designed to 
remove water and other impurities 
from air lines to permit lubrication 
and other equipment to perform prop- 
erly. A 6-page bulletin describes the 
air cleaner and contains diagrams of 
the units which range in size from 
%” to 2”. V. D. Anderson Co., Puri- 
fier Division, 1935 West 96th St., 
Cleveland 2, Ohio. 


Circle No. 45 on Reply Card 


Packaged Degree-Day System 
(Fuel Oil Distributors) 

A packaged system of automatic 
degree day delivery of fuel oil uses 
an automatic degree-day recorder, a 
K-factor calculator, a metal record 
cabinet, and an instruction and train- 
ing course. Elmo D. Hidy & Co., 6919 
Montgomery Road, Cincinnati 36, 
Ohio. 


Circle No. 46 on Reply Card 


Pump Operation, Maintenance 


(Bulk Plants, Terminals) 

Two instruction booklets are avail- 
able covering the installation, opera- 
tion and repair of manufacturer’s 
single-stage, single-suction and multi- 
stage centrifugal pumps. One of book- 
lets covers multi-stage and the other 
single-stage pumps. Booklets include 
a description of late developments 
and special features of pumps. The 
booklets recommend regular inspec- 
tion of pumps and a page is pro- 
vided where the user can keep a 
maintenance record of pumps. Each 
booklet has a reference table ex- 
plaining how to locate trouble and 
listing possible causes and cures. 
Allis-Chalmers Manufacturing Co., 
1070 S. 70th St., Milwaukee, Wis. 


Circle No. 47 on Reply Card 


Paint Selection Guide 
(Bulk Plants, Terminals) 

A four-page folder gives details on 
selection of proper aluminum -paint 
for various types of jobs such as heat 
resisting, acid and alkali resisting 
coatings. Also covered is a coating 
for use on rusted chain link fences. 
Folder describes each product and 
gives prices. The Skybryte Co., 3125 
Perkins Ave., Cleveland 14, Ohio. 


Circle No. 48 on Reply Card 


New Oil and Grease Line 
(Lubrication) 


A new technical bulletin gives the 
properties of Kel-F oils, waxes and 
greases. The new products are said 
to be useful in high temperatures and 
high electrical resistance. The lubes 
are said to be useful in applications 
where chemical inertness is import- 
ant. Chemical Manufacturing Divi- 
sion, M. W. Kellogg Co., P.O. Box 
469, Jersey City 3, N. J. 


Circle No. 49 on Reply Card 


Ring Packing 
(Bulk Plants, Terminals) 

A line of ring packings is described 
in an 8-page bulletin. Details are 
given on design features, operational 
data, installation procedures and sug- 
gested dimensions. The ring packing 
is said to eliminate the damaging ef- 
fects caused by extrusion of pack- 
ing material between the mating 
parts, and for this reason was re- 
cently adopted for use in the new 
automotive hydraulic steering device 
—the Hydraguide, company says. The 
ring is recommended for use as seals 
in hydraulic and pneumatic cylinders 
and valves, welding machines, and 
other equipment. Greene, Tweed & 
Co., North Wales, Pa. 


Circle No. 50 on Reply Card 
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RUDY'S VALLEY GARAGE 


ONE OF LONG ISLAND’S 
FINEST SERVICE STATIONS 


Chooses MRO 


A gala welcome by civic leaders 
... TV and radio stars... and 
the whole community... 
greeted the recent opening of 
Rudy’s Valley Garage and 
Super Service Station in Man- 
hasset, Long Island! 


“We wanted the finest equip- 
ment throughout”, says Rudy 
Schneider, owner. “That meant 
ARO for our lube department! 
Comparison showed ARO 
overhead reels and cabinet 
units outstanding in eye-appeal 
and time-saving features. ARO 


helps us profit!” 


See your Aro Jobber. 
The Aro Equipment Corporation 
Bryan, Ohio 


Aro Equipment of Conoda, Ltd., Toronto, Ont. 


ARO 
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with a 








series 3600 for tank trucks 


DEPENDABLE SERVICE... 
SPEEDY AND QUIET 


Compact 3600 truck pumps are panes installed on 

side frame or cradle. They can be direct or chain-driven 
from — take-off ... supplied for mounting on left 
or right side of truck. Sizes range from 40 to 300 G.P.M.; 
pressures to 60 P.S.I. Consider Roper for new 
equipment or replacement so you can deliver the goods 
even better! 


PUMP IT 








Heavy Duty Bearings... high lead bronze — lubricated by liquid being 
pumped. Ample size for inn life and rugged service. 














































2 Adjustable Relief Vaive . . . permits closing discharge without stopping 
* pump. Adjustable from range of 20 to 60 pounds per square inch. 

3, Herdened Gears. . helical type gears designed to run in axial hydraulic 
* balance. Mesh perfectl y, friction reduced, vibration eliminated. 

4. Split Packing Gland . . . two piece gland easily repacked by simple removal 
* of two bolts. Unnecessary to disconnect piping or drive. 

5, Herdened Steel Shaft . . full diameter stainless steel, heat treated and 
* hardened. Built to withstand rugged service. 

6 Outboard Bearing . . . built right on the pump protects the pumping gears 
* and inner bearings. "No extras to buy. 

7, Packing Box.. . deep and contains 8 preformed split-ring packings. Re- 


Kola , Y Fimps 


duces wear and assures leak- proof service. 


See Your Roper Distributor 


474 BLACKHAWK PARK AVE. 
ROCKFORD, ILLINOIS 


GEO. D. ROPER CORPORATION 
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Corrosion-Resistant Valves 


(Bulk Plants, Terminals) 

A new 35-page cervice bulletin de- 
scribes types, sizes, operation and 
features of manufacturer’s corrosion 
resistant valves. The bulletin contains 
analyses of alloys and valve sizes, 
types and practical applications are 
shown in photographs and drawings. 
Rockwell Manufacturing Co., 400 
North Lexington Ave., Pittsburgh 8, 
Pa. 

Circle No. 51 on Reply Card 


Converts Crude to Diesel 
(General) 


An eight-page folder describes a 
crude oil purification system which 
combines a continuous centrifugal oil 
purifier and a special fuel storage 
method which promises to free pipe 
line operators from dependence on 
Diesel fuel supplies. By means of 
this method crude from the line can 
be cleaned and processed to produce 
a purified fuel which is completely 
combustible and non-cratering, com- 
pany says. This fuel can then be used 
in Diesel engines at the pumping sta- 
tion, etc. Sharples Corp., 2300 West- 
moreland St., Philadelphia 40, Pa. 

Circle No. 52 on Keply Card 


Removes Water from Air Lines 


(Stations, Bulk Plants, Terminals) 

A new catalog shows a line of 
cleaners which are designed to re- 
move moisture, scale, and other im- 
purities from air or gas lines. The 
mechanical cleaner is said to remove 
92% of oil, moisture and dirt from 
compressed air lines. Folder gives all 
the details on how the unit works, 
applications, charts showing how to 
select proper size and other impor- 
tant data. Logan Engineering Co., 
Aridifier Division, 4901 W. Lawrence 
Ave., Chicago 30, Ill. 

Circle No. 58 on Reply Card 


Meter Code 


(Bulk Plants, Terminals) 

A revision of the American Petro- 
leum Institute’s ‘“T’entative Code Cov- 
ering Installation, Proving and Op- 
eration of Positive Displacement Me- 
ters in Liquid Hydrocarbon Service” 
has been issued. The code covers me- 
tering in pipe line service, on tank 
trucks, and at loading racks and 
bulk plants. In addition, the code 
covers meters in LP-gas service. The 
revision is the result of more than 
10 years work by the joint ASME- 
API Volunteer Research Subcommit- 
tee of which L. S. Wrightsman, Hum- 
ble Pipe Line Co., Houston, is chair- 
man. Code is priced at $2 per copy. 
American Petroleum Institute, 50 
West 50th St., New York 20, N. Y. 

Circle No. 54 on Reply Card 


NATIONAL PETROLEUM NEWS 





EQUIPMENT 





THIS SHACK housed the oil equipment 

business of W. E. Crowder when he first 

started in 1936. He soon moved into a 
larger building 


Oil Equipment Jobber Builds 


W. E. “Bill” Crowder, owner of 
United Pump Service and Supply Co.,, 
Dallas, Tex., is a man who probably 
gets more fun out of cooking good 
Texas steaks and deep-sea fishing 
than a two-month-old kitten gets out 
of playing with a rubber ball. 

Mr. Crowder’s -competitors, how- 
ever, probably wish he would do more 
fishing and cooking, and less selling. 

He started out in the jobber equip- 
ment supply business back in 1936, 
with what he likes to refer to today 
as a “wooden shack” serving as his 
office and warehouse. His volume of 
business the first year was less than 
$10,000. 

It was 1938 before he met one of 
his large suppliers, he recalls today, 
since that was the year he moved 
into his present 50’ by 140’ warehouse- 
office building. His supplier didn’t 
want to get “caught at my shack,” 
he said. 

Handling such lines as Graco Lub- 
ricating Equipment, Buckeye Valves, 
Goodrich Hose, Smith Meters, Ever- 
Tite Coupling, Wheaton Valves, Oil- 
co Loading Arms, Coxwells, Ellisco 
Cans, Granco Pumps, Westinghouse 
Air Compressors, Tokheim Pumps, 
Brookins Oil Measures, Allan An- 
thony Lights, Supreme Car Washers, 
U. S. Lifts, Adams Leathers and Rut- 
ledge Lights, his business has grown 
until he has definite plans of build- 
ing a new 60’ x 80’ warehouse with 
a 90’ by 160’ stock yard. 

He plans to keep his present build- 
ing, with the new one just serving 
as an addition. 

Mr. Crowder estimated his volume 
of business the past year as being 
in excess of a half million dollars. 
He handles accounts in Texas, Okla- 
homa and New Mexico, and believes 
his dollar-volume is just about equal- 
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CULINARY ART is one of Equipment 
Jobber Crowder’s hobbies 


$500,000 Business 


ly divided between majors and Inde- 
pendents. 

The business is owned by Mr. Crow- 
der, who has just recently appointed 
Lewis Taylor assistant manager. He 
has 14 employes at present. 

His wife, Mildred, can and does 
help him run the business. In fact, 
for three years during the war, she 
operated it while he was in service. 


Midwest Safety Meeting 
To Discuss Oil Problems 


All industrial safety men in the 
Chicago area are expected to take 
part in the 29th Annual Midwest 
Safety Show sponsored by the Great- 
er Chicago Safety Council and co-op- 
erating agencies at the Congress Ho- 
tel, May 5-8. 

Two talks of special interest to oil 
men are: “Our Mutual Interests in 
Petroleum Safety,” by Frank H. Kess- 
berger, assistant fire marshal of Illi- 
nois; and “The Facts About Static 
Electricity Elimination,” by John C. 
Howard, head electrical engineer, 
Standard Oil Co. (Indiana). 

Industrial meetings for supervisors, 
foremen, safety directors and general 
plant personnel will feature sound 
practical information on civil defense, 
industrial relations, commercial ve- 
hicle operations, construction, train- 
ing, fire prevention, material hand- 
ling, electricity, industrial hygiene 
and others, the safety council says. 


Harry Land Comes Back 


Harry Land, who retired from the 
oil marketing equipment business in 
1941, has re-entered the business at 
1112 W. Main St., Oklahoma City, 
Okla. He has completely renovated 
the Land Building for his company. 








TOPS IN 
tele} fel ite .vs 


FLOODLIGHTING 


STONCO 
ISLAND-AREA LIGHT 


Use with or without cluster lights 
—add lights at any time. No 
splice box or other accessories 
needed. Cluster lights screw into 
pre-tapped, built-in cast alumi- 
num bonnet. 


You save at least an hour's wir- 
ing time when you install or add 
cluster lights. Removable front 
cover makes wiring and splicing 
easier and speeds up entire job. 
All wiring fully enclosed. 


20” heavy gauge steel reflector 
finished in vitreous porcelain 
enamel inside and out—available 
in red, white, blue, cream, light 
green and dark green. 


STOP EARLY 
BURNOUTS! 


Cooler lamps have longer life. 
Stonco “Cushion-Seal” lamp 
holder assures maximum lamp 
cooling by completely exposing 
the hot-spot filament area to open 
air circulation. Makes a perfect 
weather-tight seal on all lamps— 
long or short—PAR-38 or R-40, 
medium or mogul. Write Stonco 
Electric Products Co., 485 Henry 
St., Elizabeth, N. J. 














IS YOUR LIGHTING 


PRODUCING or COSTING. 


o 


———_ te is alata ne 





Your Station Will Never Be 
Lost in the Shuffle 








CFR) ucxs Texaco eave Sranon 


Revere Electric Mfg. Co. 
Chicago, Illinois 


On November 15, we installed two of 
your Pylon lights at our Station located 
at 2549 Esplanade Averfue, New Orleans 
Louisiana. c 


We have been operati for nineteen 

ore and have found chet Sur business 
® increased at least 50% since instal- 

ling Revere Pylon lights. Our li hting 
installation has been highly complimented 
by our many customers from all over the 
country, with the frequent comment that 
at night a competitor across the street 
appears to be closed, 

Our investment in this installat 
was returned in four months and we a 
convinced that the Revere Pylon light 
installation has given us more light for 
less money than any other kind of light- 
ing we could have installed, 

We are attaching a picture of 
Station and hope that ~~ can use it'to 
tell others about this fine lighting 


equipment. 
Youra very trul; 
hee 





A 








Call on REVERE — You can 
bet your sweet life every 
REVERE unit is better. . . 
being scientifically desig 
sturdily constructed, easy to 
wire and offering low main- 
tenance costs. Write for de- 
toils. 


at. 4 














Buck'swhoin- 
creased their busi- 
ness 50% and paid 
for the installation 
in 4 months is 
typical of thou- 
sands of stations 
that have installed 
REVERE Lighting. 


You too, can 
benefit by the ad- 
vantages which 
REVERE Lighting 
will bring. 





6005 BROADWAY 
CHICAGO 40, ILL. 


THE GREATEST NAME IN LIGHTING 
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| Division known as Combat Cargo and 





EQUIPMENT 


PERSONALS 


Lt. Col, Harold C. Conners, former 
Chicago division manager for the 
Graver Tank & Mfg. Co., has been 
awarded senior parachutist wings up- 
on completion of 30 parachute jumps. 
Colonel Conners is director of Korean 
combat operations of the 315th Air 





is responsible for planning all air- 
borne attacks, practice paratroop 
jumps and aerial resupply missions 
of the division. He made his first 
jump in Italy with the 15th Air Force 
during the last war, and was sent 
to an RAF parachutist school there 





Lt. Col. Conners 


| where he was awarded both RAF and U.S. jump wings. 


After the war he became active in an Air Force reserve 
unit which was the first to be recalled to active duty in 
Korea where he now directs Combat Cargo, 


The board of directors of Graver 
Tank & Mfg. Co. has elected sales 
manager, Willard M. Broxham vice 
president in charge of sales. Mr. 
Broxham has spent over 30 years with 
Graver, starting in engineering pro- 
duction planning and time studies, 
put devoting the last 22 years to the 
sales department which has placed 
him in Chicago, New York, and Phila- 
delphia. He has been manager of 
sales for all divisions since 1950. 


Mr,, Broxham * * * 


Frederick W. 
Parker, Jr., who 
started with Tim- 
ken-Detroit Axle 
Co. 25 years ago 
as a sales engi- 
neer, has been 
eleted executive 
vice president. An 
engineering grad- 
uate of Cornell 
University, he 
has served the 
company as serv- 
ice manager, as- 
sistant to the president and vice president until his re- 
cent appointment. 

The company also named Louis C. Haltug assistant 
general manager of the Wisconsin axle division with 
headquarters in Oshkosh, Wis. Mr, Haltug comes from 
the Detroit office where he has served as controller since 
1945. He will be succeeded by George J. Finzel who has 








Mr. Parker Mr. Haltug 


| been chief accountant for the firm for 12 years. 


* * * 


Three assistant vice presidents have been named by 
the Thermoid Co.: 

Fred Mathies, a graduate chemist with 35 years at 
Thermoid in production of industrial rubber and insulated 
wire products. He served on the Industrial Rubber 
Advisory Committee to the WPB during the war, and 
is now assistant sales manager of the company’s indus- 


| trial rubber division. 


| 
| 
| 
| 


Alvan Campbell, Jr., a Princeton University graduate 
with 14 years in the firm, currently production planning 
manager and service manager of special sales division. 

Tharon J. Ellis, factory superintendent of the rubber 


division who came to Thermoid three years ago from the 
Firestone Rubber Co. 
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Vv. C. Mell- 
raith’s career in 
the petroleum 
marketing busi- 
ness hag included 
25 years with 
such companies 
as Standard of 
Indiana and The 
Texas Co. He now 
has moved to the 
Granberg Corp. 
where he has 
been named sales 
manager. He 
served as zone manager of the Oak- 
land, Calif. district of Texaco where 
he gained experience in the applica- 
tion of pumps and meters. 


* * > 


Mr. Mecllraith 


Paul W. Heasley has been elected 
vice president and comptroller, and 
Lloyd R. Everhard, secretary-treas- 
urer, of Trailmobile. 


Mr. Heasley has been with the com- 
pany for three years as comptroller 
and assistant treasurer. He was pre- 
viously with Graham-Paige Motors 
Corp. and the Pennsylvania Rubber 
Co. 


Mr. Everhard joined the firm in 1941 
as assistant to the comptroller, later 
becoming assistant secretary, and in 
1945 secretary. He is an engineering 
graduate of the University of Cincin- 
nati. 


» * * 


J. A. “Jim” 
Bardsley has 
been appointed 
assistant to the 
vice president in 
charge of sales, 
Highway Trailer 
Co. Mr. Bardsley 
has 
company for the 
past three years 
as vice president 
and general man- 
ager of West 
Coast operations. 
Previously he had spent many years 
with the Trailmobile Co. as manager 
of the Indianapolis office and assist- 
ant sales manager in the Cincinnati 
offices. He was with International 
Harvester for 20 years. 

Highway Trailer has also named 
Harold A. Ranson industrial relations 
director. Mr. Ranson comes to the 
company after 10 years as personnel 
manager of the National Enameling 
and Stamping Co. and personnel work 





Mr. Bardsley 





served the 


with the Illinois state employment 


service and public schools. 


* * om 


Gus M. Bagnard, who recently head- | 


ed the design and development divi- 
sion of the engineering department, 
has been appointed chief engineer for 
Chiksan Co. 
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New assistant manager of the auto- 
motive original equipment sales de- 
partment for Wagner Electric Corp. 
is W. S. Rigby. Mr. Rigby first joined 
Wagner as a student engineer im- 
mediately after his graduation from 
the University of Utah in 1927 and 
spent the following 12 years in the 
motor engineering department. After 
four years of service with the U. 8. 
Army during the last war he returned 
to various supervisory jobs in the 
automotive engineering department. 

Another appointment in the auto- 
motive division is M. B. Moncrief as 
manager of the Denver service branch. 


You | 
can't 


the 
difference! 


He was formerly with the Dallas 
automotive branch and has been in 
the organization since 1937. 


> >. > 


Harry H. Filler a veteran of foreign 
and domestic service for the Rheem 
Mfg. Co., has been named manager of 
manufacturing in all company plants. 
Mr. Filler has been with the firm 
18 years and set up Rheem plants and 
operations in South America, Austra- 
lia, and the Far East. His most re- 


cent position was divisional manager 
of Rheem’s New Jersey plants. 









Two cocktails—like two rotary pumps 
—may look alike. It’s the stuff inside 
that makes the difference . and 
you'll never know until you try them! 


For every bulk station need, there's 
an INVADER Pump that will perform 
better . . . longer. They will fit your 
equipment with no expensive changes 
in piping or mounting, and definitely 
cut your pumping costs. 





ASK YOUR SUPPLY 
HOUSE, OR WRITE 
FOR FULL INFOR- 
MATION AND 
PRICES 


Here’s the inside reason why INVADER 
Pumps perform better . . 


and improved tooth design provides a posi- 
tive seal and rolling contact . . . assures you 
less “down” time, fewer replacements, and 
reduced power costs. 





. longer. The new 











nt giler 


PUMPS 


The SCHIRMER-DORNBIRER PUMP Co. 
1719 EAST 39th STREET * 














CLEVELAND 14, OHIO 
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Vernon L. Johnson is now North- 
east regional sales manager for Clark 
Equipment Co. The region includes 
New York, New Jersey, Massachu- 
setts, Connecticut, Pennsylvania, Del- 
aware, and Maine with headquarters 
in New York City. Mr. Johnson comes 
to Clark from the Studebaker Corp. 
where he was special assistant to the 
vice president in charge of parts and 
accessories, 

. * . 


Succeeding L. Morton Morley as 
sales manager of the industrial divi- 
sion is William H. Steinkamp at Min- 
neapolis-Honeywell Regulator Co. Mr. 
Steinkamp has been industrial field 
sales manager since 1943, and was 





; -9}* 4 — 





7. 


Here’s a centrifugal pump that’s built 
to do multiple-duty . . . and do all jobs equally 


previously a sales engineer in. the 
Brown instruments division which he 
joined in 1930 and has represented in 
New York, Buffalo, Cleveland, and 
Pittsburgh. Mr. Morley will continue 
as vice president of the Brown divi- 
sion. 
” + * 

H. C. Debnam is again covering the 
Raleigh territory for the Pump & 
Tank Co. of Richmond, Va. after sev- 
eral months absence due to illness. 

. > 7 


After six years in the advertising 
department of Life magazine, David 
Niven has moved to Lewis-Shepard 
Products Inc. to assume the post of 
advertising manager. 


POSITIVE SELF-PRIMING 


... STARTS WITHOUT PRIMING 
... RUNS WITHOUT VENTING 


well. Because it handles liquid, air and vapor, the 

Roto-Prime Centrifugal excels in stripping, transferring and 

loading operations. By using Roto-Primes for such multiple service, 

savings of 30 to 50% in pumping equipment costs can be realized. 

And with their simple, trouble-free construction, Roto-Primes cut 
down servicing headaches and maintenance costs. 


Furnished complete with base, electric motor, coupling, and me- 
chanical seal. Write today for the complete Roto-Prime Centrifugal 
story ... for pump facts you won't want to miss. 




















Twenty-five 
years with Renick 
& Mahoney were 


celebrated last 
month by August 
Schramm, presi- 


dent of the com- 
pany. A surprise 
party was given 
in his honor at 
the company’s 
new headquarters 
in New York. The 
party was engi- 
neered by vice 
president Arthur Schramm and a 
scroll was presented to the president 
by the firm’s salesman, Johannes 
Kuhland. 


Mr. Schramm 


* . * 


Albuquerque is the new headquar- 
ters for William J. (Billy) Allspach, 
general manager of the Southwestern 
district for Eaton Metal Products Co. 
Formerly Denver manager, he now 
supervises New Mexico and Arizona 
Sales office of the company’s oil equip- 
ment division. 


* * * 


Oil equipment men elected as 
officers of the Fire Equipment Manu- 
facturers Assn. in New York on 
March 20 include L. C. McKessen of 
the Ansul Chemical Co. as president 
and P. W. Eberhardt of Walter Kidde 
as first vice president. 


Twenty - two 
years in the es- 
timating depart- 
ment of the In- 
galls Iron Works 
Co. have led to 
the appointment 
of Kenneth L. 
Matthews as dis- 
trict sales engi- 
neer. After grad- 
uating from the 
Alabama Polytec- 
nic Institute, Mr. 
Matthews joined 
Ingalls’ estimating department, rose 
to head its New York estimating of- 
fice in 1934, and returned to Birming- 
ham as manager of the department in 
1940. His present headquarters will 
be in Chicago. 


‘ 


Mr. Matthews 


> * > 


Midwestern Engine & Equipment 
Co., Inc., has added H. E. Burtner to 
its sales force handling pipe line wrap- 
ping and supply materials. Mr. Burt- 
ner is a veteran of 18 years in the in- 
dustry. 


* * * 


Two recent promotions at Detroit 
Automotive Products Corp. are those 
of I. M. Hagglund to manager of the 
sales department and G. W. Pollard 
to service manager. 
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Two midwestern appointments at 
Rockwell Manufacturing Co. go to: 

M. D. Gilbert who becomes Kansas 
City district sales manager, and Roy 
R. Bush who becomes Tulsa district 
sales manager. 

Mr. Gilbert has been with Rockwell 
since 1924 when he joined the Pitts- 
burgh Meter Co. which merged with 
Rockwell sending him to Houston as 
sales representative, and later to 
Tulsa as district sales manager. He 
is a member and past director of the 
Southern Gas Assn. and a member 
of the API. 


An engineering graduate of the 
University of Oklahoma, Mr. Bush 
has had over 20 years in drilling, pro- 
duction, pipe line and refining in the 
oil and gas industries. Mr. Bush was 
affiliated with the Texas Pipeline Co., 
joined Rockwell as sales representa- 
tive for Nordstrom Valves in 1934 
and was appointed sales manager of 
oil field products in 1951. 


Assistant division manager for 
Aluminum Co. of America die cast- 
ing operations is Harold C. Erskine 
who managed the company’s Cleve- 
land works until his present appoint- 
ment. Mr. Erskine was graduated 
from Penn State College, served in 
the first World War, and then joined 
Alcoa. He has cerved in the sales di- 
vision, as Hartford office manager, 
and as Fairfield and Cleveland works 
manager. He will be succeeded in 
Cleveland by his assistant, H. J. Mor- 
rison who joined the company’s en- 
gineering staff in 1929, and has su- 
pervised its extrusion and press forg- 
ing departments and its New Castle 
plant. 


Harry M. Frecker has been made 
manager of commodity sales for the 
mechanical goods division of the 
United States Rubber Co., and will 
be in charge of conveyor and elevator 
belting, V-belts, tank lining and roll 
coverings, hose, packing and molded 
rubber specialties. 

Mr. Frecker joined the company in 
1922 as a technician in the develop- 
ment department and has specialized 
in mechanical rubber goods ever since. 
Previous to his current promotion he 
was development engineer in the Pas- 
saic plant. 


A postwar expansion program be- 
gun in 1946 has sent executive vice 
president Steven P. J. Wood and in- 
dustrial manager No-man K. Ander- 
son of Warner Electric Brake & 
Clutch Co. to European capitals 
where they will set up sales, distribu- 
tion and service centers. Their itin- 
erary includes London, Paris, Zurich, 
Milan, Madrid, Lisbon, and Helsinki. 
At present Warner has offices in 
both U. S. and Canadian major cities. 
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NEWS OF MANUFACTURERS 


Expanded Service Stressed 


American Can Co.’s exhibit at the 
2ist National Packaging Conference 
of the American Management Assn. 
at Atlantic City this month featured 
a display showing a wide range of 
containers for pressure-propelled 
products. This is in line with com- 
pany’s program of expanding serv- 
ice to customer industries. The ex- 
hibit also illustrated the diversified 
uses of cans for packaging a variety 
of products. 

American Can’s research division 
at Maywood, Ill., is broadening its 
program by investigating the use of 
radioisotopes in tracing complicated 
chemical and biological processes. 
O. F. Ecklund, company technologist, 
recently was among 32 researchers 
who attended a four-week course in 
techniques of using radioisotopes in 
research given at Oak Ridge, Tenn. 

In an expansion move, American 
Can has created a new packaging di- 
vision in its general sales depart- 
ment, This division is designed to 
step up the company’s development 
of new containers and new uses for 


existing ones. The new division will 
serve as a co-ordinating agency be- 
tween sales, manufacturing, research 
and other company departments. Par- 
ticular interest of the division will be 
centered on the development of con- 
tainers under company’s “Operation 
Survival” program, long-range re- 
search project which seeks perfec- 
tion of containers made entirely from 
materials available on the North 
American continent. The new division 
will be under supervision of T. F. 
Brennan. 


Warner Lewis Expands 


A plant expansion program involv- 
ing new fabrication equipment and 
increased shop facilities is under way 
at the Warner Lewis Co., Tulsa. With 
the added facilities, company is so- 
liciting all types of steel and non-fer- 
rous fabrication. The extra shop 
space and new equipment makes it 
possible to handle pressure vessels of 
all kinds, mixers, kettles, piping, 
tanks, and small towers, company 
says. 





make MorE LUBRICATION SALES 


WITH Kp PRODUCTS 


E-Z GREASER 
PORTABLE, HI-PRESSURE LUBRICATOR 


-to 


Easy to operate ... to charge . . . to install . . 
high pressure. Develops 7500 Ibs. pressure. 


Pump barrel loc 
Fits all standard 25 to $0 Ib. pails. 

Equipped with 10 ft. hose for hard-to-reach fitti 
For tractors, farm implements, trucks, cars 
trial equipment. Ask for 

A real seller... low in cost... 
available immediately. 


automatic and self- —— 
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24 LINDEN AVENUE 






Special follower pies prevents channeling and pocketing. 






“indus- 
E-Z Greaser Catalog. 


$G-11 All Purpose 
SUCTION GUN 


tee draining and filling wet clutches, transmissio 

diff + draining oil filters, etc. Also for flushing ai 
lubricants. Metal 16" flexible hose—20 oz. 
pom = volume. Tilted, 
Ask for Catalog No. $G-11. 


Kp MANUFACTURING co. 


sulin in lac eaelae ; 


3 FAST-SELLING items For 


SPRING CHANGE-OVER! 


build 










D-200 DISPENSER 


FOR TRANSFERRING LUBRICANTS 


Used for qragiersing cseqemicsion and 
differential oils and heavier lubricants. 
Fits most 25 and 40 Ib. containers with 
removable covers. Attaches to original 
container. Stops contamination . . 
ends waste. All steel construction. Noz- 
zle bent to fit all openings. 

Ask fer Catalog No. D-200. 


“Get the Facts ... 
Write us for com- 
plete information.” 
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Blackmer Moves Eastern Office 


Blackmer Pump Co. has moved its 
eastern division offices to 441 Lexing- 
ton Ave., New York 17, N. Y. C. V. 
Travis is manager of the eastern 
division. Main office of the company 
is in Grand Rapids, Mich. 


Pipe Coating Yard 


A new pipe coating and wrapping 
yard has been opened in Charlotte, 
N. C. This gives the company a total 
of four permanent yards. Others are 
located at Jackson, Miss., Corpus 
Christi and Houston, Tex. 

The Charlotte installation has the 






LIMITED 
DISTRIBUTORSHIPS 
AVAILABLE 


* ANTI-FREEZE 












Send for Descriptive 


Bulletin CT-101 


capacity to coat and wrap from 
10,000 to 30,000 ft. of pipe per day in 
a range of pipe sizes from 30” down 
to %”. Plant is located at 2426 Berry- 
hill Road and J. R. Meyers is in 
charge. Company headquarters are in 
Houston, Tex. 


Allis-Chalmers Review 


Allis-Chalmers Manufacturing Co. 
has published an attractive 48-page 
annual review which summarizes en- 
gineering developments of the gen- 
eral machinery division of the com- 
pany right up to the end of 1951. A 
number of industries are covered, in- 
cluding oil. The review tells what 
some of the industries are doing and 
how Allis-Chalmers fits into the de- 
velopment of the particular industry. 


Worthington Name Changed 


Worthington Corporation is the 
new name of the company formerly 
known as the Worthington Pump 
and Machinery Corp., Harrison, N. J. 
The change in name was made be- 
cause of the company’s diversifica- 
tion into other lines beside that of 
making pumps. There will be no 
change in products or policies, com- 
pany says. 


CEL-SO 
ALIBRATING - 


Experience of REPETITION with hundreds of units has given us 


the “know-how 


INSTRUMENTS. Building 


necessary to fabricate these REAL PRECISION 
calibrating and guaranteeing a cali- 


brating tank is specialized, painstaking work and is definitely 


out 


All EXCEL-SO Calibrating Tanks are 


of the price-per-pound category 


Guaranteed Satisfactory,’ 


are designed to conform to the A.P.I. tentative code +1101, but 
may be furnished with such modifications as you, the customer 


may require 






_WARNER LEWIS CO 


YT -y.\) ae 


KLAHOMA 


New Distributors Named 


Rust-Oleum Corp., Evanston, IIl., 
has added seven new industrial dis- 
tributors to its sales organization. 
They are.: The Adkins Co., Berlin, 
Md.; Mill and Contractors Supply 
Co., Wilmington, N.C.; Warren Hard- 
ware Co., Warren, Ohio; American 
Radiator and Standard Supply Corp., 
Zanesville, Ohio; Coach and Heyle, 
Peoria, Ill.; Republic Supply Co. of 
Calif., Los Angeles; and Buhl Sons, 
Detroit. 


Wins Sales Award 


The Sales Managers Assn. of Phila- 
delphia is making its annual award 
for outstanding sales achievement to 
the Minneapolis-Honeywell Regulator 
Co. on April 17. Award, known as the 
Howard G. Ford Award, was inaugu- 
rated in 1937. Honeywell, whose total 
sales for 1951 were more than $135 
million, a 24% rise over 1950, was 
cited for “progressive expansion poli- 
cies and outstanding sales promotion 
techniques.” 


Death 


Francis Fargo Gregory, merchan- 
dising co-ordinator of A. O. Smith 
Corp., died last month following an 
operation. He had served as sales 
promotion manager, then public re- 
lations director and finally in his 
merchandising capacity. 


Equipment Jobber Buys 
2-Story Building, Land 


Northwest Service Station Equip- 
ment Co. has bought a _ two-story 
building and land in Minneapolis, 
Minn., according to Harry E. Ander- 
son, company president. The prop- 
erty will be remodeled as part of 
company’s plans for future expansion. 
Mr. Anderson’s company distributes 
service station, bulk plant and air- 
port fueling equipment. 


Shields, Harper Represents 
Gilbarco on West Coast 


Shields, Harper & Co., oil marketing 
equipment jobbers with six stores and 
warehouses on the West Coast, have 
become exclusive distributors of Gil- 
bert & Barker Mfg. Co.’s service sta- 
tion pumps in their territory. 

The company was organized in 
1917 and has facilities in Oakland 
(main office), Los Angeles, Fresno, 
Sacramento, Portland and Seattle. 
L. R. Wieslander is president of 
Shields, Harper. 
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FROM FILLING PLATFORM (in background) the drums roll by gravity down the ramps to dockside. A third ramp, at the other 


end of the platform, also is used 


A Packaging Plant Can Make Money —Here's How 


By FRANK BREESE 
Pacific Coast Editor 


Time Oil Co.’s dock-side drumming 
plant at Los Angeles Harbor is an 
example of how an Independent oil 
company has diversified its opera- 
tion to provide another source of 
revenue. 

This is not a particularly new ven- 
ture for Time Oil since it has been 
filling drums off and on for 10 years. 
In 1942, the company got into that 
operation accidentally in Seattle. A 
wartime government request to fill 
drums came in. Graham Polk, ex- 
ecutive vice president, chuckles as he 
recalls the incident: “We had never 
done any packaging. But we had 
an order to do some, so we decided 
we better find out how to do it fast. 
And we did.” 

With that simple start, Time Oil 
added drumming and packaging as 
an integral part of its general opera- 
tion. For many years, Time Oil had 
been known primarily for its wide- 
spread retail oil marketing activities 
in the Pacific Northwest. Gradually 
branching out, Time Oil now has nine 
Pacific Coast marine terminals with 
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ON FILLING RACK, 16 2” meters, placed back-to-back in pairs, gauge the flow. Four 

drums are lined up by each meter. While one is being filled, attendant (Tony Castag- 

nola) readies another. When drum is filled, attendant shifts nozzle to waiting drum, 

caps the recently-filled one while it is being shoved into exit alley by pressure of a 
new empty 
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FOR BETTER 
AIR TOWER 
SERVICE 


Hewitt-Robins 
Conservo“ 
Service Station 
and Garage 
Air Hose 


Flexible: Resists kinking . . . Reels easily . . . Ideal for long 
continuous service. 


Extra-strong tube: Specially compounded to withstand mod- 
erate amounts of oil from the compressor. 


Long-lasting: Braided rayon cord, imbedded in resilient 
rubber, is strong enough to be run over without cracking 

. resists abrasion and stripping when dragged over 
concrete. 





FOR BETTER 
PUMP ISLAND 
SERVICE 


Hewitt-Robins 


Pump Hose 


The first synthetic smooth-bore, rubber-covered gasoline 
pump hose . . . Monarch® made conventional types ob- 
solete. 


Highly flexible—extremely easy to handle—resists kinking 
—stays resilient, even in cold weather. 

Fast flowing—gasoline resistant—has smooth bore syn- 
thetic rubber tube. Won’t swell or slough off in contact 
with gasoline. 

Dissipates static—non-corrosive braided wire is built into 
the hose wall and bonded to the couplings . . . has Under- 
writers’ Laboratories, Inc. seal of approval. 


Call your Hewitt-Robins Distributor (see 
“Rubber Products,” classified phone book) 
or write for descriptive literature. 





HEWITT-ROBINS . 
STAMFORD 


Hewitt Rubber Division 
Hewitt Restfoam® Division 


- INCORPORATED 


CONNECTICUT 


Robins Conveyors Division 
Robins Engineers Division 
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corresponding tank farms, a network 
of pipe lines, a fleet of tank trucks, 
a refinery and a tanker as well as 
control over 1,500 service stations. 


Company has drumming and pack- 
aging plants both in Los Angeles and 
Seattle. The Los Angeles plant has 
a filling rate for Diesel fuel of 1,000 
drums per hour and for gasoline of 
1,400 drums per hour. But handling 
makes it impossible to keep that 
pace up. 


Time Oil first installed drum-filling 
facilities at Los Angeles Harbor in 
1948, with six meters, one pipe line 
from the tank farm and one ramp 
for rolling drums from the filling 
platform to the dock. Today there 
are 16 meters, five lines for clean 
products and three ramps to dock- 
side. 


Expansion of the plant reflects the 
policy of gradual development which 
has featured Time Oil’s growth since 
1933 when the founder, C. Edward 
Miller, opened a two-pump filling sta- 
tion at 40th and University Way, 
Seattle, Wash. Now chairman of the 
board, Mr. Miller runs the whole 
operation on a pay-as-it-goes basis 
and requires that the integral sub- 
sidiary companies and divisions pay 
their way. 


Until this last February, the only 
office on the 2%-acre drumming 
plant yard was a rough shed about 
the size of a ticket booth. Now a 
trim frame building housing a work 
office, guard’s office and employes’ 
smoking room exists. Jack J. Reed, 
who bosses the drum-filling opera- 
tion, wasn’t sure how long it would 
take to finish the office quarters. He 
explained that he wanted to have 
the money in a bank because he 
didn’t dare risk going in the red. 


As president of Westoil Terminals 
Co., a wholly-owned subsidiary of 
Time Oil, Mr. Reed exercises juris- 
diction over the drumming and pack- 
aging plant. 


Bought Standard Equipment—tIn a 
way, you might call this a mail-order 
catalogue installation. Time Oil’s 
management committee figured out 
what it wanted, worked out its own 
details, then bought standard equip- 
ment and had the installations set 
up as economically as possible. 


They rigged up the “elevator” 
which lifts the empty drums from 
the dead-roll approach to the plat- 
form where they are filled. They 
also made a similar contrivance which 
elevates the filled drums from the 
platform to the ramp which rolls the 
drums to the dock by gravity. 


Operation of Plant — A fairly rou- 
tine procedure is followed. Empty 
drums are unloaded near the begin- 
ning of a dead-roll strip. As they 
are carried along, the drums are 
stencilled at both ends with a white 
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stencil lacquer. To keep the sten- 
cils clean, a crew soaks them in ben- 
zol, scrapes off the lacquer with wire 
brush and putty knife, then applies a 
film of machine oil to prevent the 
lacquer from drying hard on the 
stencil. 

Next, the drum interiors are in- 
spected. Reject rate is less than % 
of 1%, according to the company. An 
elevator belt about 20’ long carries 
the drums to the platform. 


Eight pairs of 2” meters are used 
in the filling operation. Four empty 
drums are lined up by each meter at 
atime. As the one under the spigot 
is filled, it is shoved manually to the 
exit alley and pushed toward the 
ramp. 

A head on the meter, adjusted be- 
tween 50 and 55 gal., is set for 53 
gal. An automatic cut-off checks 
the flow. But as a safeguard, an 
emergency cut-off is available. 


The loading rack is supplied by 
two 6” lines. Supply flows through 
a 10” line and empties into the 
two 6” lines from the nearby Time 
Oil tank farm. 


Two dehydrator and micronic filters 
have been installed at a cost of 
$5,000, replacing the water separator, 
headers and basket strainers on the 
platform, between the terminus end 
of the pipe lines and the meters. This 
apparatus is said to remove 99.9% 
water and rust particles to five mi- 
crons. 


Ramps Save Labor—Filled drums 
are rolled from the platform to the 
dock over three ramps made of stee’ 
rails. The principal ramp receives 
the drums from a steep elevator 
which lifts them from the platform. 
Time Oil used a large sprocket wheel 
and a hand-cut gear for the elevator. 
With a pitch of %” per foot, gravi- 
ty carries the drums some 500’ to the 
dock. Running the entire length of 
the dock, this ramp can feed any 
hatch. 


The second ramp extends from the 
other end of the platform and runs 
to the center of the dock area and 
turns left for loading the after-end 
of the ship. The third ramp, ad- 
joining the second, parallels it to the 
dock, then turns right for loading the 
forward end. 


Counters Used—To keep track of 
the production, four counters are 
used: two mechanical counters, one 
photo-electric counter and one hand 
counter. The rolling drums break 
the light beam, causing the photo- 
electric cell to register. Stevedores 
also count_the drums as they are 
swung on board, but no one ac- 
cepts their figures because they’re 
usually 50 to 300 short on each boat- 
load, according to Mr. Reed. The 
shortages usually occur when the 
counting stevedore recesses for a 
smoke or lavatory break, leaving the 














A 





vital 


for bulk plants 


Milvaco’s P-2915 Line Loading Valve. 


Dual poppet design provides utmost 
ease of operation . . . dual valve 
construction cushions valve 

closing and eliminates shock. 





for service stations 


Milvaco’s U-141-F Hose Nozzle Valve 
is an pted standard in service 
stations throughout the country. 
“Permadise” construction 

and “Flo-Control” trigger action 
eliminates kicks and chattering. 





for aviation use 


Milvaco’s P-2760 Underwing Valve 
Nozzle is now being used by 

major airlines to speed flight 
operations and eliminate re-fueling 
hazards. Endorsed by Northwest, 
Trans-World and Eastern Airlines! 


for tank trucks 


Milvaco’s P-870 Streamlined Truck 
Tank Faucet provides fast, smooth, 
economical operations. Special 
streamlining offers minimum 
resistance to flow, thus assuring 
time-and-money-saving unloading. 
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MILWAUKEE VALVE COMPANY 
Milwaukee 7, Wisconsin 


IN OUR Sist YEAR OF SERVICE 


NOW 
TO THE PLUMBING AND HEATING INDUSTRY 














© In every field of the 
petroleum industry, Milvaco 
products ore increasing 
efficiency, speeding 
operations, reducing 
operational hezards. No 
matter what your requirements may be, look 


to Milvaco to provide the right valve 
me ee 
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HERE EMPTY DRUMS are stencilled at both ends and inspected as they are pushed along strips of dead-roll 


job to a fellow-worker pre-occupied 
with his own work, explained Mr. 
Reed. 

The loaded drum is worth about 
$15.25, figuring the drum at $7.30 
and 53 gal. of Diesel at about 15c 
per gal. So a counting error can be 
expensive, said Mr. Reed. 

One of the factors in the operation 


is the man-power problem. The com- 
pany hires the workers for the drum- 
ming, and the firm chartering the 
ship hires the stevedores. Time hires 
roughly a dozen workers for each 
stevedore crew of 18 men. So the 
normal work force is 57 men if five 
stevedore crews are working. 
Because the work is not steady, 





DIRECTING DRUM-FILLING operation is Jack J. Reed who makes a progress report 

to Graham Polk (left), executive vice president of Time Oil Co. Mr. Reed is president 

of Westoil Terminals Co., subsidiary of Time Oil, and overseer of drum-filling and 

packaging plant. This has enabled the company to diversify its operations and open 
another revenue source 


it’s necessary to re-train a new group 
every time, according to Mr. Reed. 
The workers receive $1.75 per hour 
and the foremen, $1.90. 

Time’s packaging plant, less ac- 
tive than the drumming platform, 
lies between the drum-filling rack 
and the waterfront. It fills one- to 
five-gallon cans and handles an av- 
erage of 25,000 in a 24-hour period, 
said Mr. Reed. 

Safety measures include a fire 
pump which maintains 150-pounds 
pressure on the fire lines, an alarm 
system, a fog-nozzle system which 
blankets the filling meters and sten- 
cil lines, and fire blankets and axes 
throughout. Rack drainage and 
spillage are carried to an under- 
ground tank. Non-ferrous tools are 
stipulated. Wood instead of iron is 
used on drum dumps. 

Time Oil’s best customer has been 
the military. But always seeking di- 
versity, the company naturally will 
do a job for any private concern. 

Activity is irregular. From July 
to October last year, the plant was 
humming steadily. After a lull until 
mid-December, business picked up 
again. 


Economical—A dock-side operation 
is 1.25 to 1.5c per gal. cheaper than 
an inland operation, according to 
Time Oil. Economy is gained through 
elimination of intermediate handling. 
When drums are filled at an inland 
plant, they must be loaded on trucks, 
hauled to the waterfront, unloaded, 
palletized and jitneyed to shipside for 
loading. 

Cost of the service is figured on 
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FOUR COUNTERS are used on filled drums on each ramp to keep track of produc- 
tion; one photo-electric counter (above), two mechanical counters which flank photo- 
electric unit and one hand counter. Jack Katzenmeyer, foreman, checks above device 
which works on “magic eye” principle, drum breaking light beam, tripping the register 


a gallonage basis, the rate varying 
in accordance with quantity, said Mr. 
Polk, executive vice-president. Sav- 
ings enabled by the dock-side drum- 
ming is one of the sales points, he 
declared. 

That touches on the question of off- 
shore shipments, a costly type of 
transportation. One major company 
official told NPN his company dis- 
courages that type of transport be- 
cause it is too expensive. However, 
there are circumstances that create 
a need for drum-filling services. So 
long as a need exists, Time Oil is 
interested because the service is prof- 
itable. 

The layout has a unique feature 
which Mr. Polk cited as a prepared- 
ness advantage. The company's two 
tank farms in the San Pedro area 
are over a mile from the dock fa- 
cilities. In event of attack, the tar- 
gets are split up, reducing the 
chances of having the entire opera- 
tion crippled at once, explained Mr. 
Polk. 

Located on Wilmington-San Pedro 
Road at the San Pedro waterfront, 
the plant is one of Time Oil’s three 
properties in that area. The other 
two are terminal-tank farms, one 
with 300,000-bbl. storage, in the name 
of Time Oil Co., and the other with 
1,000,000-bbl. storage in the name of 
Westoil Terminals. 

The waterfront property lies be- 
tween a Tide Water Associated ma- 
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rine terminal and the San Pedro 
Lumber Co. During World War II 
Time Oil had a lease only on the dock 
and a pipe line easement. Later it 
acquired the wedge-shaped back prop- 
erty on a lease from the Los An- 
geles Harbor Department when Asso- 
ciated relinquished its lease to it. 


Time Oil places a value of roughly 
$2,000,000 on the combined San Pe- 
dro properties. 

By acquiring the Westoil Termi- 
nals tank farm, Time Oil consolidated 
its waterfront position, giving it 1,- 
300,000 bbl. storage. 


Petrochemical Industry 
Growing Rapidly in U. S. 


CLEVELAND — Over 100 oil and 
chemical companies are now op- 
erating or building some 220 petro- 
chemical plants in this country, ac- 
cording to a survey publised in April 
issue of Petroleum Processing. With 
this issue, the magagine inaugurates 
a special feature section on petro- 
chemicals. 

Results of survey have been com- 
piled in a directory of “U. S. Petro- 
chemical Operations,” which gives 
company names and plant locations, 
hydrocarbon raw materials used, and 
petrochemicals produced. Copies are 
available from Petroleum Processing, 
1213 West 3rd. St., Cleveland 13, Ohio. 
The magazine also predicts that out- 


put of petrochemicals by 1962 will 
be close to 64 billion lbs. yearly 
about 50% of total chemicals output 
of this country—yet will still take 
only about 1% of oil and gas produc- 
tion at that time. 


U. S. ‘Gas’ Tax Take Rises 


WASHINGTON—Federal tax col- 
lections on shipments of gasoline from 
refinery to storage rose to $70,332,- 
544 in February from $47,826,609 
same month a year ago, according 
to Internal Revenue Bureau. 

Report also shows that lubricating 
oil tax collections dropped to $10,- 
312,935 from $10,835,432 in Febru- 
ary 1951, while tax on oil transported 
by pipe line increased to $2,685,835 
from $1,919,112. 


LIMITED 
DISTRIBUTORSHIPS 
AVAILABLE 


> ANTI-FREEZE 





GASBOY: 


GALLON STROKE 
BARREL PUMP 


Model 420 


The finest gallon 
stroke inside-rack bar- 
rel pump money can 
buy. 

For dispensing gaso- 
line from above- 
ground tonks and 
drums. Complete with 
heavy brass cylinder, 
built-in check-valve; 
brass strainer-type 
nozzle; 3%” x 8’ rub- 
ber hose with two 
male couplings; 1” x 
36” suction. stub. 
Height of pump, 32”. 


Write For 
Catalog 


WM. M. WILSON’S SONS, INC 
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AUTOMOTIVE NOTES FOR OIL MEN 


“It’s Loaded—So Be Careful!” 


That admonition by Cadillac in 
newspaper advertisements of its 1952 
model 190-horsepower car has come 
in for some varying comments both 
in the oil and automotive industries. 

To some in both industries, the 


1952 outbreak of increased horse- 
power is considered a tip-off of what 






reasons 


solve your 
tank pump 


No location problems with Stow 
Tank-Pump Drives! Just put the pump 
where it's most convenient. Stow 
tank-pump drives compensate for 
relative movement ..give trouble-free 
service that keeps your tankers on 


the job. 





drive problems 


can be expected horsepowerwise once 
the wraps are removed from strategic 
materials. This appears supported by 
these two factors: 

1—Sales departments and dealers 
of car manufacturers rate horsepower 
one of their best selling points. It’s 
a competitive tool that salesmen can 
be expected to work to capacity. 

2—In Detroit circles, it is strongly 


Simpler and easier to install. 
No fussy alignments, fewer parts. 


Choice of pump location, 
for greatest convenience. 


Simplified piping, less costly to 
install, minimum flow friction. 


Pump can be placed where it is easily 
accessible for any required servicing. 


why & 


FLEXIBLE SHAFTS 





Ca 

VZ OD, 

Top: Stow Flexible Shaft Drive for 
side delivery pump system. 


Bottom: Stow Flexible Shaft Drive 
for rear-delivery pump system. 


MANUFACTURING CO. 


21 Shear St 





Binghamton, N.Y. 








intimated that if competition contin- 
ues to concentrate on horsepower, 
then Chrysler has the wherewithal to 
step up its present engine to well 
over 200 horsepower, with not many 
more changes than Cadillac made to 
hit 190 in its 1952 model. 

Still another factor pointing to 
higher horsepower and higher com- 
pression ratios is the definite trend 
from L-head to overhead valve en- 
gines. Among reasons given for this 
switch are: higher compression ratios 
made possible; and with higher com- 
pression its easier to achieve greater 
horsepower; also, overhead valves are 
less affected by combustion chamber 
deposits. 

Tests conducted by Ethyl Corp., for 
example, indicate that over a speci- 
fied period of time, combustion de- 
posits in an L-head engine cause a 
greater loss in power than in an 
overhead valve engine. 

Another factor pointing toward 
more powerful engines is the trend 
away from six cylinder engines and 
toward eights. According to Automo- 
tive News (Feb. 25, 1952, p. 6), for 
the first time in decades, the regis- 
trations of eights may exceed those 
of sixes. 


To just what extent more power- 
ful engines will affect fuel octane re- 
quirements isn’t clear at this point 
since engineers can be expected to 
continue to build more “mechanical 
octanes” into engines. However, it 
seems safe to assume that the oil in- 
dustry will be called upon to supply 
some additional “chemical octanes.” 

And as power goes upward, oil men 
point out that lubricants will be 
called on to do an even tougher job 
than now. 

- > * 


In discussions with automotive and 
oil people, other angles to the horse- 
power picture emerge. For example: 


Safety—Cadillac’s ad said, “There’s 
more power in that dynamic engine 
than you'll ever need—except for the 
rarest emergency. And it should 
never, never be used for dramatic 
display on the get-away. . . But we 
trust no Cadillac owner will ever use 
it for unnecessary accelerating—or 
for dominating the highway .. .” 


Unfortunately, there are drivers of 
these high-powered cars who do use 
that extra power recklessly. 


In Arizona, the Highway Commit- 
tee in Legislature asked recently that 
federal legislation be adopted to pro- 
hibit manufacture of cars designed 
for speeds of more than 75 miles 
per hour. 

In some off-the-record discussions 
in Detroit recently, a group of auto- 
motive and oil men pointed out that 
there have been moves to place limits 
on the horsepower of cars and trucks. 
If enough high-powered cars reach 
already over-crowded and inadequate- 
ly designed highways, and unless gi- 
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gantic strides are made soon to make 
drivers more safety conscious—then, 
look out, some of these men warn. 


An automatic headlight dimming 
device is being made available to 1952 
Oldsmobile owners by the car manu- 
facturer as an accessory at extra 
cost. The device, called “Autronic 
Eye,” mounts on the left of the in- 
strument panel (see photo). The unit 
automatically dims the car’s head- 
lights when another car approaches. 
The device also returns the headlights 
to full high beam when the oncoming 
car has passed, if no other car is ap- 
proaching within range. 


- * . 


More leisure, plus increased buying 
power, have been two primary rea- 
sons for the amazing growth in the 
popularity of automobiles during the 
last 50 years. Dwight F. Benton, vice 
president, sales, Standard Oil (In- 
diana), in addressing Chicago car 
dealers, described how the Amer- 
ican’s leisure time has increased. 


To keep pace with this growing 
use of autos has required expenditure 
by the oil industry of millions of dol- 
lars every year. Currently, Mr. Ben- 
ton says, for every additional car 
that goes on the road, the oil indus- 
try puts up $500 as an investment in 
new facilities. That’s what it takes to 
provide the producing, refining and 
distributing equipment to keep one 
additional car going. Then he points 
out that last year 2,400,000 cars were 
added to registration, so the oil in- 
dustry invested an additional $i,- 
200,000,000 in facilities to fuel and 
service there new cars. 


LP-Gas, Power Steering 
For Trucks Seen Growing 


Two truck developments worthy of 
consideration by oil men have cropped 
up. They include: 

LP-Gas—This year may provide the 
yardstick which will determine the 
degree of acceptance or disapproval 
among truckers of LP-gas as a truck 
fuel. Two truck makers so far have 
announced that they will manufac- 
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ture trucks operating on LP-gas. The 
Fageol LP-gas truck and various con- 
versions to LP-gas are already on the 
market. The entry of International 
Harvester and Reo should prove in- 
teresting trial balloons. 


Power Steering — Current indica- 
tions point toward greater and great- 
er use of both power steering and 
automobile transmissions on trucks. 
GMC already has announced auto- 
matic transmission as available on 
one of its lighter models. That may 
be just the beginning. As for power 
steering, in truck circles the consen- 
sus is that it’s on the way. 


Phillips to Make Rocket Fuel 


BARTLESVILLE, Okla. — Phillips 
Petroleum Co. has entered into con- 
tract with the U. 8. Air Force which 
will lead to eventual production of 
solid fuels for rockets and of rocket 
motors, according to the company. 


Initial effort will be devoted to 
units using solid fuels and possessing 
no moving parts to provide large but 
short bursts of power for assisting in 
aircraft take-off. : 

Company is undertaking project be- 
cause the field holds promise of new 
outlets for chemicals made from oil. 


MOST USEFUL LIFT 


you can buy 


Rotary T-210A 
handles trucks, 
buses, cars 
and jeeps 














BUILT BY BUCKEYE- 
To Do the Best 
Fuel Handling Job Longer! “ea 











No. 658-C—Self-Closing, Soft-Closing, 
Adjustable Line Loading Valve 


No. 845—Utility or 
Farm Nozzle 
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Double Swing Joint 


Please send details on the complete Buckeye line. 
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No. 769-F— 
No. 850—Vertical Check Easy-to-Clear 


Extractor Valve Top-Opening 


Line Strainer 
No. 825—Angle Check Vaive 
Extractor installation with strainer 


ye 


No. 800—Hose Nozzle 
Valve with No. 802 Curved 
Rigid Tube 


No. 77 5—Aircraft 
Fueling Nozzle Valve 


(Military Specification Nozzle) 


No. 782—Fvel Oil Delivery 
Nozzle Valve with No. 591 
Inlet Check Valve 
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OKLAHOMA OIIC—Co-chairmen for 1952, are, seated, left to right, E. E. Marsau, 
Tulsa, assistant division manager, Mid-Continent Oil, Tulsa, who will head eastern 
Oklahoma activities; and J. J. Nemeth, division manager, Continental Oil, Oklahoma 
City, chairman of Oklahoma’s western counties. Standing, left to right, are outgoing 
chairmen, W. S. Norman, division marketing manager, Magnolia Petroleum, Oklahoma 
City; and Glen R. Ames, division marketing manager, Phillips Petroleum, Tulsa 


Truman Gish, formerly with Petro- 
leum Heat & Power Co., Chicago, 
has gone with Iowa Farm Service 
Co., Des Moines as director of pe- 
troleum purchases. As such, he will 
handle all gasoline, fuel oil, grease, 
special products and tire buying. 

He was manager of the fuel oil de- 
partment for Consumers Co., Chicago, 
for 6 years and went with Petroleum 
Heat and Power when it bought the 
fuel oil business from Consumers. His 
previous experience was with Smith 
Oil & Refining Co., Rockford, Il., for 
approximately 14 years. 

Mr. Gish has held all offices in 
Chicago Oil Men’s Club and is this 
year’s president. In accepting his new 
position he will make his home in 
Des Moines. 


Edward A. Gillard, Gillard Oil Co., 
Girard, Kans., recently purchased a 
new bulk plant and service station 
and has started a spring clean-up 


R. B. McKee, 
vice president of 
Freedom - Valvo- 
line Oil Co., Free- 
dom, Pa., retired 
April 1. 

Mr. McKee 
Started in the oil 
business in 1918 
as general sales 
manager for the 
Freedom Oil 
Works Co. In 
1940, when the Mr. McKee 
company was re- 
organized into the Freedom Oil Co., 
he was elected vice president, and 
later placed in charge of all company 
purchases. 

He was elected a vice president of 
Freedom-Valvoline when that com- 
pany was formed by the merger of 
Freedom Oil and Valvoline Oil Co., in 
1945. 





W. 8. Shockley, formerly sales man- 
ager of Atlantic Refining’s New York 
marketing region at Syracuse, is now 
special merchandising assistant at 
Philadelphia, where he is responsible 
for sales development and training 
programs. 

Prior to his Syracuse appointment, 
Mr. Shockley had been manager of 
the Rochester marketing district. 





program which includes painting all WHITE HOUSE CONFERENCE of the Advertising Council was held recently in 
his service stations and equipment. Washington, D. C. Some of the oil men attending included, left to right, Robert M. 
Mr. Gillard is a Republican precinct Gray, advertising and sales promotion manager, Esso Standard; Wesley I. Nunn, ad- 


committeeman and is past president vertising manager, Indiana Standard; and John R. Suman, vice president, New Jersey 
and a member of the school board. Standard 
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OIL MEN’S CLUB OF KANSAS CITY—Newly elected officers and members of the board of governors get together at a recent 
meeting. Seated, left to right, Greg Burns, Butler Manufacturing, vice chairman; Jay W. Wilson, Indiana Standard (retired), chair- 
man; Carl E. Bolte, Battenfeld Grease and Oil, vice chairman. Standing, Jerome O. Hendrickson, OIIC, secretary-treasurer; H. E. 
Purdy, Indiana Standard; R. B. Glass, Socony-Vacuum, Clark Lillis, Southern Oil; J. N. Koontz, Sinclair Refining; and W. M. Gad- 
berry, Columbian Steel Tank Co. One other member of the board of governors, A. A. Sherwood, Sherwood and Co., was absent 


Thomas Barker has taken over as 
manager of American Mineral Spirits 
Co.’s new Mid-South territory where 
he will be responsible for the market- 
ing of technical naphthas and petro- 
leum base solvents. 

He is located at the company’s re- 
cently opened offices in the Plaza 
Building, Congress and Amite Street, 
Jackson, Miss. 

Mr. Barker attended the University 
of Miami and did graduate work at 
Northwestern University. During 
World War II, he served with the 
Air Force and completed 20 missions 
in Europe. 

Prior to this recent promotion, he 
was with the company’s Southeast 
headquarters at Atlanta, Ga. 


ad * * 


L. A. Sunkel, Dallas, has been 
elected vice president and general 
manager of crude oil production for 
Atlantic Refining. Mr. Sunkel has 
been with Atlantic since 1919. 

. * * 

Donald P. Love, vice president and 
secretary of the Mid-Hudson Oil Co., 
Poughkeepsie, N. Y., will head the 
Poughkeepsie Chamber of Commerce 
this year. 

Mr. Love is also president of the 
Mid-Hudson chapter of the National 
Assn. of Cost Accountants. 


APRIL 16, 1952 





1952 OFFICERS of the Maumee Valley Petroleum Club, Toledo, Ohio, are, left to 

right, seated, W. C. Gifford, Gulf Oil, president; C. H. Grotty, Sun Oil, vice presi- 

dent; standing, J. A. Ruttan, Amco Corp., secretary-treasurer; and L. W. Chapin, Ohio 
Oil, assistant secretary-treasurer 
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WHEN A SPLIT SECOND IS A LIFETIME Harold Decker, president of Hous- 


ton Oil Co., Houston, Tex., will be 
, Y general chairman of the Southwest 
YOU CAN DEPEND ON WARREN EMERGENC VALVES Area Conference on Industrial Rela- 
tions, to be held May 9-10 at the 

Rice Hotel in Houston. 


- . + 


G. A. Copeland has been elected 
assistant comptroller of Standard Oil 
of California, San Francisco. 

Mr. Copeland started with Standard 
in 1921 and since 1943 has been man- 


EMERGENCY VALVES —— the manufacturing department. 
* * * 


provide all the protection you need  —E_ ik. A. Parstey, 


Jr., district man- 
? ager of Esso 


ides Standard’s Nash- 
more bes ville, Tenn., dis- 
d a lot trict, is now on 


ee e an temporary duty 


in Cairo, Egypt, 
Full I. C. C. compliance is a MINIMUM standard with agent ronan aa 
WARREN. And that’s all you pay for. But when you is on special as- 
buy WARREN Valves you get much more—the MAXIMUM, signment in cost 
in fact, that can be designed and built into emergency and * operations 
equipment for trucks, tanks and trailer-tanks. work. 
With WARRENS—and only with WARRENS—you get He began his 
POSITIVE PROTECTION plus less maintenance plus fool- es ps nr ieoodian oe aaa 
proof operation. = De ee cei ae d betes ar ous positions in North Carolina, West 
: & : Virginia and Tennessee. Prior to be- 
accident—when can door is shut. coming manager of the Nashville dis- 
WARREN Emergency Valves are trict in 1948, he was manager of in- 
tamper-proof, too—they cannot be dustrial sales. 
wired open. J. W. Pope, district merchandising 
You'll give your drivers, your equip- assistant at Nashville will act as dis- 
ment—your delivery points—and the trict manager during Mr. Parsley’s 
general public—the greatest possible | sbeence. 
protection when you get WARRENS. * 2 « 
Install them Now! And be sure to : 
specify the WARREN Emergency Valve Your petroleum industry men were 
System chen you or der gue tracie among officers and directors elected 
entiee of tanhcheiiads. for the coming year by the Ameri- 
can Society of Lubrication Engineers 
at their 7th annual meeting in Cleve- 
land, April 7-9. 

W. L. Fowler, Pure Oil, research 
and development laboratories, was 
named secretary-treasurer; A. 8S. 
Horwitze, E. F. Houghton and Co., 
San Francisco, was made western re- 
gional vice president; J. W. Hopkin- 
son, Penn Petroleum Corp., Detroit, 
Mid-West vice president; and Arthur 
O. Willey, Lubrizol Corp., Cleveland 
was elected a director. 


Mr. Parsley 





. - * 


Typical installation for WARREN emergency valve system 


Write for Literature and Full Informati - | James Ralph Macon has been made 
” Mow lalalog oe | market and product development 


manager of Atlantic Refining’s chem- 


MANUFACTURERS OF THE NEW SNAP SEAL CLEARANCE | "saat Bev ecrndiraces 
LIGHT AND CUSTOM BUILT MACHINERY SINCE 1901 a | 


A. C. Saul, Pacific Coast manager 

' yt ro | of transportation and supplies for 

MACHINE CO. Yoo" ~ | Shell Oil Co., with office in San Fran- 

WARREN. PENNSYLVANIA cisco, recently celebrated his 35th an- 
| niversary with the company. 
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COMING MEETINGS 


APRIL 
American Petroleum Institute, third annual 
Products Pipe Line Conference, Blackstone 

Hotel, Fort Worth, Tex., April 21-23, 

Petroleum Institute, safety & fire 
protection committees, Hotel Texas, Ft. 

Worth, Tex., April 21-24. 
Association of Eastern Petroleum Credit Man- 
Hotel Wm. Penn, Pittsburgh, April 


Independent Petroleum Assn, of America, mid- 
year meeting, Deshler- Wallick Hotel, Colum- 
bus, Ohio, _ April 28-29. 

dent Petroleum Assn., Inc., 
spring convention, Van Orman Hotel, Fort 
Wayne, Ind., April 30-May 1. 


MAY 


Fuel Oil Distributors Assn. of New Jersey, 
annual convention, Berkley-Carteret Hotel, 
Asbury Park, N. J., May 1-2. 
Pennsylvania Petroleum Assn., Bedford Springs : : 3 serri 
Hotel, Bedford, Pa., May 1-3. CHARLESTON, W. VA., is the scene as oil men from the sixth district of the West 


Natural Gasoline Assn, f America 1 5 omens : 
convention, Houston, Tex. May 2° Virginia Petroleum Assn. meet. Left to right are J. F. Bedell, Jr., Esso Standard, out- 


National Dixie Distributors, Inc., Majestic going district chairman; J. Parke McMaster, Pure Oil, newly elected district vice chair- 
Hotel, Hot Springs, Ark., May 2-3. - 7 H : thai 

Interstate Oil Compact Commission, spring man; and C. V. Harner, Elk Refining, newly elected district chairman 
ne Westward Ho Hotel, Phoenix, Ariz., 

ay 9-10. 

Empire State Petroleum Assn., annual con- E. L. “Pat” Hemming has been 
vention and trade exhibit, Hotel Roosevelt, . " i] 
New York, May 12-13. named district manager for Gulf Oi ADVERTISERS’ INDEX 

Liquefied Petroleum Gas Assn., annual con- at Cincinnati, replacing the late J. 

a = = show, Palmer House, F k Mullay Mr Hemming was Allied Oil Co.. Inc. 
cago, May 12-14. ran. : . . 

American Petroleum Institute, Division of Re- formerly head of Gulf’s fleet market og Co. of ‘America 
fining, St. Francis Hotel, San Francisco, sales in Toledo - ~ os o Pp. -. 
May 12-15. . etts Machine Corp. 

National Tank Truck Carriers, Ine., Hotel del adhe Bod — _~— -_ +. 
Coronado, Coronado, Calif., May 14-19. ackmer Pump Co. 

Florida Petroleum Marketers Assn., Angebilt Ralph Warren of Warren and Bowser, Inc. ............ : 
Hotel, Orlando, Fla., May 16. . Ginther, Denver Colo., hag been Brodie Co., Inc., Ralph N. . .Inside Front C over 

American Petroleum Institute, Division of Mar- : ° trol Buckeye Iron & Brass Works . 90-91 
keting, mid-year meeting, Sheraton Plaza, elected president of a new petroleum Butler Mfg. Co. ...... 48-49 

a ae onal + gee stnineet ‘Gusta club called Denver Basin Petroleum Chevrolet Division of General Motors 5 

rrrage ’ P, ’ Crown Ca) bees 66 
wrstbody Hotel, Memphis, Tenn., May 19-20. — weegee ot yd = sat arg an On : 
/yoming lobbers Assn., Townse el, ones, vice president; Ra omas, 4 ‘ , , 
Casper, Wyo., May 20 P ° y Deep Rock Oil Corp. .. 58 








American Assn, of Battery Manufacturers, secretary, and Clarence W. Hughes, DuPont de gges & Co., Inc., E. I 27 
Roosevelt Hotel, New Orleans, May 21-23. treasurer. Eaton Mfg. ecdeoce . Inside Back Cover 
Oil Industry Information Committee, St. Fran- ee a Enjay Co.,, 4 . ‘ 28 
cis Hotel, San Francisco, Calif., May 21-23. Ever-Tite Coupling ‘Co. ‘a 15 


Virginia Petroleum Jobbers Assn., John Mar- ;  & we g 73 
shall Hotel, Richmond, Va., May 22. Two new members of the Detroit scam algae 


Virginia Oil Men’s Assn,, John’ Marshell Hotel, Oil Men’s Club are Harry W. Kuegier General American Transportation Corp 13 
Richmond, Va., May 23. Gilbert & Barker Mfg. Co. . 

North Carolina Oil Jobbers Assn., spring con- of Socony-Vacuum and Ernest W. Gorman-Rupp Co, ...... 72 
vention, Carolina Hotel, Pinehurst, N. C., Music of Ashland Oil and Refining. Granberg Corp. Jeb-ons s 
May 25-27. Gulf Of) Corp. ....... " 

Tennessee Oil Men’s Assn., Hermitage Hotel, Hannay & Son, Inc., Clifford B 24 
Nashville, Tenn., May 25-27. f : ildersl been ap- Hartol Petroleum Corp. 60 

American Petroleum Institute, Division of Mar- 8 Pp. G eeve has . Hewitt Rubber Division Hewitt-Robins. Inc. 84 

keting, Lubrication Committee, Mayo Hotel, pointed general manager of Penola Highway Trailer Co. .. : 18 


Tulsa, May 27-28. Oil Co., New York, an Esso Standard Hyster Co. ..... aeeece 10 
JUNE affiliate Inland Steel Container Co. . 21 


Society of Automotive Engineers, summer ; : : i K-P Mfg. Co. .. ay! ; R1 
meeting, The Ambassador and Ritz-Carlton, Mr. Gildersleeve who is vice presi Marlow Pumps .. ; 29 
Atlantic City, June 1-6. f dent of Penola has been with Jersey Milwaukee Valve Co 

— oe Se SS ee Bos. Standard and affiliates since 1925. Natural Gasoline Supply Men's Association 
ton, June 4, Other changes in Penola’s executive oe wy 3 Tha 

Pennsylvania Grade Crude Oil Assn., annual staff: bd ng . P 
meeting, Hotel William Penn, Pittsburgh, x : OPW Corp. . 

June 5-6. J. M. deLuna, formerly in charge oe a re Mie. Gore. - 

Western Petroleum Refiners Assn., regional : : 1 ustry Information Committee 
meeting, Wichita, Kansas, June 5-6. of export sales, is now assistant to Paragon Oil Co. . 

National Fire Protection Assn., annual meet- president Clarence M. Davison. W. P. Pennsylvania Grade Crude Ol) Ascsociation 
ing, Hote] Statier, New York, June 9-13. : * Patent Chemicals, Inc. 

American Petroleum Institute, Division of Pro- Hamilton, formerly in charge of do Phoenix Oil Co. 
duction, midyear standardization conference, mestic business, has been appointed Procon, Inc. 

a Palace Hotel, Denver, Colo., June manager of the newly formed whole- Rector Well Beutemant Co. 

Northwest Petroleum Assn., annual summer sale department, handling waxes, ee SS = 
business conference, Duluth Hotel, Duluth, ‘ : - 

Minn. June 16-17. greases and white oils, which trans Rheem Mfg. Co. 


i : Richfield Oil Corp. of New York . 
American Society for Testing Materials, annual acts business in both the export and ae teaseeedt. nediten tenneibehins 
meeting, New York, June aes be domestic markets vee 
Wisconsin Petroleum Assn., annua! golf tourna- . oes oe 
ment and stag party, Dell View Hotel, Lake J. J. Walsh has been made head of Sane & Haas Ce. B 
Delton, Wis., June 24. the wholesale department, handling Rotary Lift’ Co, 
JULY . ‘ : 
South Carelina Oli Jobbers Asen., Ocean Forest lubricating oil. R. A. Millard has Sutirmer-Deeubtoes Pump | Co 
Hotel, Myrtle Beach, S. C., July 22-23. been appointed manager of Esso’s ware A Gen, A. 0. 
AUGUST marine sales department and G. E. Standard Oil Co, of Indiana . " 
Society of Automotive Engineers, national West vans ; , a Standard Steel Works ...... Back Cover 
Coast meeting, Fairmont Hotel, San Fran- Ev - formerly with Esso’s sales = Stonco Electric Products Co. 77 
cisco, Aug. 11-13. gineering department, is now Penola’s Stow Mfg. Co. .... . 88 
The Petroleum Mar eters Assn. of Texas, an- technical co-ordinator. Texas Co. 1 
nual convention, Baker Hotel, Mineral Wells, Cc. P will continue as Thermoil Lubricants Corp : 73-82-87 
Texas, Aug. oo Satettenn. etait te tawid . . Union Metal Mfg. Co. . 30 
= ual i Carter Hotel. Cleveland, ry manager of the company’s direct mar- United Oil Refining Co. .... 57 
nn . ° , ” . re 
Aug. 19-22. keting with division headquarters in Veeder-Root, Inc. ...... 43 
Kentucky A io rene ay gn — = —_ Detroit, Mich. Mr. Hanneman is also Warner Lewis Co. . : 82 
ing an annua go ournament, eniake ° Wilson’s Sons Inc... Wm. M : 87 
Hotel, Kentucky Lake, Ky., Aug. 20-21. a vice president of Penola. Wood Co., John 
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James C. Clarke, president, Pontiac Hi-Speed Oil Co., Pontiac, Mich., president, Michi- 
gan Petroleum Assn. 


James C. Clarke -- He Wasn't Afraid 


James C. Clarke, new president of the Michigan Pe- 
troleum Assn. and head of the Pontiac Hi-Speed Oil Co., 
Pontiac, Mich., believes in the future of the Independent 
oil jobber. He struck out as an Independent himself in 
the beginning of a depression and against the advice of 
friends and business associates. 


Since that venturesome year of 1931 his company has 
enlarged six fold and this past winter he expanded the 
operation to handle fuel oil. 


He knows what is involved on the other side of the 
fence too, for his half-dozen years with White Star and 
Socony-Vacuum have provided him with strong friend- 
ships and an understanding of major company operation. 

Two starts in other businesses preceded Mr. Clarke's 
entry into the oil business. After graduation from a 


Detroit business school, he worked for an insurance 
firm and then went with Southern California Edison Co. 
He left the Edison company to attend the engineering 
school at the University of Michigan, then in 1925 joined 
up with White Star at Holly, Mich. He became division 
manager there and retained this position in the merger 
of White Star with Socony-Vacuum. 


Jim Clarke enjoys hunting and fishing but still more 
watching the habits of wild geese, deer and fox that 
live on and about the lake near his home in Oakland 
County, where he lives with his wife Millicent and son 
James, Jr. 


James Jr. has been made a vice president of the com- 
pany and at present is driving a company truck and 
working around the plant. 
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are designed and built 
to stay on the job 


These EXCLUSIVE Eaton features are the 
reason why: planetary gearing distributes 
pressure and wear over a number of small 
gears, resulting in lower unit stress; forced- 
feed oiling system provides positive lubrica- 
tion to all moving axle parts at even slowest 
vehicle speeds; extra heavy construction 
eliminates the possibility of distortion or mis- 
alignment under excessive loads. These three 
features add up to longer parts life, outstand- 
ing dependability, minimum time in the shop 
and low maintenance cost. Let your dealer 
explain how Eaton 2-Speeds will help your 
trucks haul more, faster, longer, at lower 
over-all cost. 


Axle Division 


EATON MANUFACTURING COMPANY 
CLEVELAND, OHIO 


o 


LSwced luck 
AXLES 


@& PRODUCTS: Sodium Cooled, Poppet, and Free Valves * Tappets » Hydraulic Valve Lifters « Valve Seat Inserts « Jet 
Engine Parts « Rotor Pumps e Motor Truck Axles « Permanent Mold Gray Iron Castings « Heater-Defroster Units +» Snap Rings 
Springtites e Spring Washers « Cold Drawn Steel « Stampingse Leaf and Coil Springse Dynamatic Drives, Brakes, Dynamometers 








@ 1'//¢2 0/Ctells the true Story 
of Standard Steel STRENGTH! 


NO FIRE—NO STRUCTURAL 
DAMAGE TO TANK — 


Rarely before has a TRANSPORT MANUFACTURER advertised a 
“wreck” to sell equipment. Certainly, however, a “wreck” in 
which the cab was demolished by the impact of a careless high- 
way pleasure car driver gives proof of the strength of the unit 
pictured below—owned by SHELL OIL COMPANY—and engineered 
by STANDARD STEEL WORKS. 

SHELL OIL COMPANY officials report: “It was fully loaded with 
gasoline . . . fortunately no fire occurred.” It was pointed out, 
too, that the tanks suffered no serious structural failures. Re- 
pairs are under way. 


PLANNED — BUILT — TESTED — and 
PRESENTED BY ENGINEERS...... 


Sound engineering—continued research—equipment that is never 
out-dated—have placed STANDARD STEEL among the leaders of the 
transport industry. That’s why 90% of our new orders come from 
satisfied old customers. Your original investment in STANDARD 
STEEL TRANSPORTS may be the least cost in the Jong run . . . That's 
why it pays to “GO STANDARD.” 





PASSENGER CAR 
AT HIGH RATE OF 


GASOLINE TRAIN 
KNOCKED INTO DITCH 
NO FIRE RESULTED 


FULLY LOADED } ies | 








PUBLIC SAFETY 
DETERMINES PUBLIC 
APPROVAL 


The wave of adverse publicity 
leveled against highway trans- 
portation should convince every 
operator that “SAFETY” and good 
UBLIC RELATIONS” in transport- 
ing merchandise on highways are 
just as important as “efficiency 
in carrying the load.” STANDARD 
STEEL technical and sales engi- 
i emphasize this important 
“SAFETY” is engineered in 
STANDARD STEEL iemaapeeie from 
end to end. 


OTHER PRODUCTS 
OF STANDARD STEEL 


ASPHALT DISTRIBUTORS . . . TAR KETTLES 
AGGREGATE SPREADERS 
MAINTENANCE DISTRIBUTORS 
POWER AND TRACTION DRIVEN 
CONSTRUCTION BROOMS 
BURNERS . . . STREET FLUSHERS 
SUPPLY TANKS .. . PIPE LINE EQUIPMENT 
SHELVING HARDWARE 
AND AGRICULTURAL EQUIPMENT 


_— 





